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PREFACE 



This text is intended for the author's classes in General 
Engineering Design in Sibley CoUege, Cornell University. The 
treatment of the subject has been kept as general as possible and 
is that used for his students during the past four or five years. 
The problems chosen for discussion are those on the border line 
between Civil and Mechanical Engineering. To the general 
designer knowledge of this subject is indispensable while acquaint- 
ance with the methods used in determining the stresses in, and 
the subsequent designing of, structures is of the greatest benefit 
to others in all designing for strength whether of machines or 
structures. 

Although the book is called " Graphics and Structiural Design" 
the determination of the stresses has not been confined to graphi- 
cal means; the other usual methods have been included. 

The design of a plate girder may seem out of keeping with 
the purpose of the book. The author formerly used a crane 
runway girder instead of the railway bridge, but decided that 
the railway girders made the more comprehensive and better 
problem. The design of the latter permitted the use of the 
moment table and acquainted the student with the usual method 
of treating locomotive and train loads. 

Incidentally, one who could design a railway plate girder was 
well prepared to design a runway girder, although the reverse 
was not so generally true. 

The author's practice is to use a set of problems paralleling the 
drawing-room work, to assign a nimiber of these problems each 
week to the students upon which they recite. Although this 
reduces slightly the time spent over the drawing boards the work 

ill 
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IV PREFACE 

accomplished by the students is not apparently diminished and 
the work seems to be generally better understood. 

Although intended primarily for a textbook, it is hoped that 
this may prove a satisfactory reference book for designers whose 
work is not too highly specialized. 

The author desires to acknowledge his indebtedhess to many 
manufacturers, all of whom have been most generous and among 
whom are American Bridge Co., Pennsylvania Steel Co., Cam- 
bria Steel Co., Bethlehem Steel Co., McClintock-Marshall Con- 
struction Co., Jeffrey Mfg. Co., Best & Co., and Bucyrus Co. 

Among the periodicals he is especially indebted to the 
Engineering News. 

The section on Specifications has been drawn largely from the 
specifications of the American Railway Engineering and Main- 
tenance of Way Association, the specifications of Mr. C. C. 
Schneider in the Transactions of the American Society of Civil 
Engineers, and the specifications of the American Bridge Co. 

H. D. HESS. 

Ithaca, N. Y. 
May, 1913. 
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GRAPHICS 
AND STRUCTURAL DESIGN 



CHAPTER I 
MATERIALS 

The principal materials used in the structures considered in 
this book are iron castings, hard, medium and soft steels, steel 
castings, timber (oak, hemlock, long-leaf Southern and yellow 
pine, spruce and white pine) and concrete, cement, slag and 
stone. 

Cast Iron is made by remelting pig iron or pig iron and cast- 
iron scrap in a cupola. The quality of the product is a varying 
one, as the entire charge in the cupola is never melted at any 
one time. The quality, therefore, depends upon the time at 
which it was run off during the heat. 

For machining, cast iron should be soft, and should have an 
ultimate strength in tension of from i6,coo to 20,000 lbs. per 
sq. in. Although cast iron has no well-defined elastic limit, it 
may be assumed for practical purposes at 8000 lbs. per sq. in. 
Cast iron is exceedingly strong in direct compression; when no 
bending is introduced its ultimate strength in compression should 
reach 90,000 to 100,000 lbs. per sq. in. The resilience of cast 
iron being very low indicates little ability to resist shock. 

Steel is made by refining pig iron in the Bessemer converter, 
also by refining pig iron or pig iron and steel scrap in the open- 
hearth furnace. Small quantities of special steels are also being 
made in electric furnaces. The refining processes remove the im- 
purities and the carbon, the steel being afterwards recarbonized. 
The ordinary merchant and structural steels are soft and mediimi 
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2 GRAPHICS AND STRUCTURAL DESIGN 

steels, the carbon contents ranging from 0.08 to 0.30 of i per 
cent. The ultimate strength of steel varies with the percentage 
of carbon from 48,000 lbs. per sq. in. for very soft or rivet steel 
to 70,000 lbs. per sq. in. for medium steel. Steel, having great 
resilience, is peculiarly adapted to resisting shock. 

Steel Castings. —» This steel is also made in open-hearth 
furnaces but may be made in small converters. The steel is 
poured into molds as is done for iron castings. To obtain 
fluidity it is necessary that steel for castings have a much higher 
temperature than is required for cast iron. The mold frames 
must, therefore, be much more substantial and the molds must 
be thoroughly dried before the metal is poured into them. 

Considerable contraction, with the attendant internal stresses, 
results from the exceedingly high temperature and necessitates 
the annealing of steel castings. The ultimate strength depends 
upon the carbon and should be 50,000 or more pounds per 
square inch. Steel castings have high resilience and are, there- 
fore, superior to iron castings. However, both the material 
and the machining of steel castings cost more than do those 
of iron castings. 

TABLE OP PHYSICAL PROPERTIES OF METALS 



liaterial. 



Modulus of elasticity. 



Tension 
compres- 
sion. 



Torsion. 



Ultimate strength. 



Tension. Shear. 



Elastic strength. 



Tension. Shear, 



Cast iron (cupola) 

Cast iron (air furnace) 

Wrought iron 

Steel o.is carbon 

Steel 0.2s carbon 

Crucible steel (high carbon) . . . 

Steel castings 



10,700,000 
15,000,000 



38,000,000 

30,000,000 
3o.00o.0co 
31,000,000 

30,600,000 



4,000,000 

6,000,000 



11,000.000 

11,800.000 
11.800.000 
12.100.000 

11.800.000 



16,000 
20,000 
30,000 
40,000 

[ 47.000 

I 57.000 
60,000 
70,000 

100,000 
50,000 

100,000 



16.000 I 

20,000 I 



35.000 
43.000 
45,000 
52,000 

30,000 
60,000 



40,000 
45,000 
75,000 



Note. — The ultimate compressive strength of cast iron is 90,000 to 
100,000 lbs. per sq. in. Its elastic strength in compression may be taken 
at 25,000 lbs. per sq. in. The ultimate compressive strengths of the other 
materials will approximate their ultimate tensile strengths. 
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MATERIALS 3 

Working Fiber Stresses. — In the structures hereinafter de- 
scribed the usual working fiber stresses will be given in each 
problem. Ordinarily, in structures liable to Uttle or no shock 
or vibration, where the stresses are fully determined, the 
maximum fiber stress on mild steel will range from 16,000 to 
20,000 lbs. per sq. in. Structures, such as crane frames, liable 
to some shock will have the maximum stress on mild steel 
reduced to 11,000 or 12,000 lbs. per sq. in. In the case of high- 
way bridges and similar structures an addition of 25 per cent is 
added to the live-load stresses to allow for impact, and a unit 
stress of 15,000 lbs. per sq. in. is allowed on soft steel, while 
a unit stress of 17,000 lbs. per sq. in. is allowed on medium 
steel. In the case of railway bridges 15,000 and 17,000 lbs. 
per sq. in. are used, but the impact allowance is made by a 
formula similar to that used in the design of the railway plate 
girder in Chapter XI. 

Properties of Timber 

Wooden beams are designed similarly to metal ones. Being 
liable to fail by horizontal shearing they should be examined for 
this. One-fifth the ultimate shearing resistance given in the tables 
may be taken as the working shearing strength (lengthwise). 

The formula for bending is 

^ e 
M = bending moment in inch poimds. 
/ — moment of inertia in inches. 
e = distance from the neutral axis to the extreme fibers in 

inches. 
/ = working fiber stress, in flexure, pounds per square inch. 
For rectangular timber beams this becomes 

6 
b = width of the beam in inches. 
d s depth of the beam in inches. 
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4 GRAPHICS AND STRUCTURAL DESIGN 

The maximum imit shearing stress is/, = ^-^ , where 

/, = fiber stress in shear, poimds per square inch. 
R = end reaction in pounds. 

Timber Columns 
The following formula is suggested by the United States 
Government reports on timber. 

fc = ultimate compressive strength of the column in poimds 

per square inch. 
Fc = ultimate crushing strength of short timber column in 

pounds per square inch. 
/ 

where 

/ = length of the column in inches. 
d = least diameter in inches. 

The factor of safety should vary from s for i8 per cent moisture 
when used in the open to 3I for 10 per cent or less of moisture 
when used in heated buildings. 



Name of wood. 


Pounds per 


White oak, Southern long-leaf pine 

Short-leaf yellow pine (Georgia) 

Hemlock, chestnut and soruce 


5000 
4500 
4000 
3500 


White pine and cedar 





The properties of concrete will be treated quite fully under 
Reinforced Concrete; see Chapter XIV. 

Bricks. — Bricks will vary in size and properties according 
to the locality in which they are made. Common bricks may 
generally be assumed about 8j ins. X 4 ins. X 2J ins., while face 
bricks will run 8f ins. X 4J ins. X 2J ins. Common bricks will 
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MATERIALS 
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6 GRAPHICS AND STRUCTURAL DESIGN 

weigh 125 lbs. per cu. ft., while soft bricks will average 100 lbs. 
per cu. ft. 

Good bricks should be sound, hard, of regular shape and size, 
and should have a uniform structure. When struck a sharp blow 
they should emit a ringing sound. They should not absorb more 
than ^j^ their weight of moisture. Their crushing strength 
should reach 7000 to 10,000 lbs. per sq. in. 

Fire Bricks. — These are bricks made of clay or of a mixture 
of clay and sand having ability to resist high temperatures. 
They are used mainly for building furnaces and lining flues and 
some chimneys. 
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MATERIALS 



BENDING MOMENTS, DEFLECTIONS, ETC., FOR BEAMS OF 
UNIFORM SECTION 



Fdnn cf sttppovt ssd 





End reactions A , B. 
Bending moment M. 



M^Px, 

MiOMX'-PL 



2 

Px 

2 

iwmaa— — • 
4 



Relation between 
load ** P " and mo- 
ment of resistanoe. 






^-4 



T' 



W-" 



PI 

4/' 



Mazimcun deflection. 



p /• 

"£/-3' 


3£.e 






12 £•« 



*L. 







-r.-J 



A/n 



I ' 



w- 



fWl 



(/» 



P /» C» Ci« 




Between i4 & B, 
M^P'C « const. 



./w 






, P I'c 



df 



Z/l' + ^V 




B-P, 

Pi* 
Jtf - -- 7 , 



P-,-^^ 

^-'T' 



(/= 



El's' 



A/maz = 



P/ 



W'- 



PI 

2f 







-4 ^ 






P--p. 



A/maz «= 



P/ 



W'- 



PI 

8/' 






48£<f 
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BENDING MOMENTS, DEFLECTIONS, ETC., FOR BEAMS OF 
UNIFORM SECTION 



Porm of support. 




End reactions A , B. 
Bending moment. 



3 3 

il/miu = 0.128 P/. 



Relation between 
load " P " and mo- 
ment of resistance. 



P = 7.794 



fw 



w- 



PI 
7.794/' 



Maximum deflection. 



rf = 0.01304^- 



^^^ 


^^s, 


^ 1 


Tlf^ 


*- 


% 


jc , ., 



A = B^^> 

"■'■4-li)- 

Af max = -T- • 
o 



P = 6ff, 



6/ 



dmax = 



PI* 
60 EI 



10 Ee 




A=\P, B = |P, 






A/ 






PI* 

18s £/ 



J/max = 



P/ 



W^ 



PI 

Sf' 



..jH^t"^*" 




^-;l^'^-r6^' 



Mn 



16 



3 I 
16 / 






p/» 




i4 = B = 



12 /PT 






A/max = — * 
12 



pr- 



p/ 

12/ 



pn 

" 3^4 EI 



32 £^ 




i4 «5 = -, 

2 

Afmax ~ "7" ' 
o 



%fW 



rf = 



p/8 



W'" 



PI 

8/' 



192 £/ 
24 Ee 



^c|) Td)" 



/I-/' 



(-¥+!)• 






Digitized by VjOOQ IC 
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The bending moment is a maximum under load i when x = - • 



M_ = ^(i-fJ. 



The letters used have the following significance and for con- 
venience they should be expressed in the units stated. 
A and B = end reactions, e = distance neutral axis to 

poimds. extreme fibers having 

P = load, pounds. fiber stress /, inches. 

/ = extreme fiber stress, E = modulus of elasticity, 

pounds per square inch. pounds per square inch. 

/ = span of beam in inches. c, Ci and a; = portions of span, 

inches. 

W = resistance, = - • a; = left end to section where 

bending is wanted, inches. 
/ = moment of inertia, inches, d = deflection, inches. 

Strength of Flat Plates 
Nomenclature: 

/ = thickness of plate in inches. 
/^ = maximxmi fiber stress in plate, poimds per square inch. 

E = modulus of elasticity in flexure, pounds per square inch. 

c factor according to Grashof or Bach. 

P = concentrated load in pounds, usually assumed as acting 
on a circle whose radius is ro ins. 

q = uniform load acting on plate, pounds per square inch. 

r = radius of circular plate, inches. 

b = longer side of rectangular plate, inches. 

a = shorter side of rectangular plate, inches. 

b 

a 
I. Circular plates, carrying uniform load q. 
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MOMENTS OF INERTIA. RESISTANCES, CENTERS OF GRAVITY 

AND LEAST RADII OF GYRATION OP 

GEOMETRICAL SECTIONS 



Shape o< 
•ectun. 



Moment o( inertia. 



Resistance. 



Distance base 

to center o( 

gravity. 



Least radios of 
gyration. 



m 



M 6 M " 



12 * 



6 



12 



I B*-b* 
6 B ' 



B 

2* 



6A» 
36' 



24' 



I* 6 > i 

±1 



6b*+6bbi-{-bi* 
36(2&+&i) 



A». 



3 2&+01 



Lesser side 
3^46 



v^ 



B*-\-b* 



12 



The smaller 

h b 

or — . 

4.24 4.9 







20.38* 



10.19* 



2 * 



4 




0.049 (D*-d*). 



0.098 



D ' 



D 
2 



iVjDH^) 






O.I 1 12*. 



0.7854 W. 



Wt^o,25gRK 



0.7854 6a*. 



0.424 R, 



0.07 /?*. 
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MATERIALS II 

Cast-iron plate supported at outer circumference, c = 0.8 to 1.2. 
Steel plate supported at outer drcumference, c = 0.75. 
Steel plate bolted or riveted at outer circumference, c = 0.50. 

2. Circular plates, carr3dng a central load jP, applied on a circle 
of radius r©. Plate supported at outer circumference. 






For cast iron c = 1.5. 

3. Circular plates, central load similar to 2 but plate bolted 
or riveted at outer circumference. 



Rectangular and Square Plates 

Rectangular and square plates supported at the outer edges 
and carrying a uniform load q. 
Rectangular, 



•^ 2/2 1+6* 



Square, 



ca^ 



•^-=;?*- 



For cast iron c = 0.75 to 1.13. 

For steel c = 0.56 to 0.75 (max. 1.13). 



Structural Materl^l 

The principal rolled sections used are I beams, channels, 
angles, plates, flats and rounds. Manufacturers' handbooks 
afford the best sources of information regarding these sections 
and in actual design they should be freely consulted. The 
following data are abridged from these books. 
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SHEARED 


PLATES 


















Thickness in inches. ' 

1 


Width in inches. 


A 


i 


A 


i 


1^5 


4 


A 


f 


H 


J 


11 


i 


H 


I 


li 


li 


li 




Length in inches. 


IS 


240 


320 


400 


500 


500 


550 


soo 


475 


475 


475 


42 s 


400 


375 


360 


300 


280 


280 


i6 


240 


320 


400 


500 


500 


550 


500 


475 


475 


475 


425 


400 


375 


360 


300 


280 


280 


17 


240 


320 


400 


500 


500 


550 


500 


475 


475 


475 


425 


400 


375 


360 


300 


280 


2S0 


18 


240 


360 


400 


500 


Soo 


500 


500 


550 


550 


550 


500 


500 


450 


400 


400 


400 


350 


19 


240 


360 


400 


500 


500 


500 


500 


550 


550 


550 


500 


SOO 


450 


400 


400 


400 


350 


20 


240 


360 


400 


500 


500 


soo 


soo 


550 


550 


550 


500 


500 


450 


400 


400 


400 


350 


21 


216 


360 


400 


500 


525 


525 


525 


550 


550 


550 


SOO 


500 


450 


400 


400 


400 


350 


22 


216 


360 


400 


500 


52s 


525 


525 


550 


550 


550 


500 


500 


450 


400 


400 


400 


350 


23 


204 


360 


400 


500 


525 


525 


525 


550 


550 


550 


500 


500 


450 


400 


400 


400 


350 


24 


204 


360 


400 


500 


525 


550 


550 


550 


550 


550 


500 


475 


425 


400 


350 


350 


325 


25- 


204 


360 


400 


500 


525 


550 


550 


550 


550 


550 


500 


475 


425 


400 


350 


350 


325 


26 


180 


300 


400 


500 


525 


550 


550 
550 


550 


550 


550 


500 


475 


42s 


400 


350 


350 


325 


27 


168 


340 


400 


500 


500 


S50 


500 


500 


500 


450 


450 


400 


380 


330 


300 


300 


28 


168 


340 


400 


500 


soo 


550 


550 


500 


500 


500 


450 


450 


400 


380 


330 


300 


300 


29 


156 


340 


400 


500 


500 


550 


550 


500 


500 


500 


450 


450 


400 


380 


330 


300 


300 


50- 55 




320 


400 


500 


500 


550 


500 


475 


475 


475 


425 


400 


375 


360 


300 


280 


280 


36- 41 




360 


400 


500 


500 


500 


500 


550 


550 


550 


500 


500 


450 


400 


400 


400 


350 


42- 47 




360 


400 


500 


525 


525 


525 


550 


550 


550 


500 


■500 


450 


400 


400 


400 


350 


48- 53 




360 


400 


500 


525 


550 


550 


550 


550 


550 


500 


475 


425 


400 


350 


350 


325 


54- 59 




340 


400 


500 


500 


550 


550 


500 


500 


500 


450 


450 


400 


380 


330 


300 


300 


60- 65 




320 


400 


500 


SOO 


550 


SOO 


475 


475 


475 


42s 


400 


375 


360 


300 


280 


280 


66- 71 




300 


350 


430 


450 


475 


425 


425 


425 


410 


375 


340 


330 


320 


280 


260 


260 


72- 77 




260 


300 


400 


425 


450 


400 


400 


400 


3Q0 


350 


320 


320 


300 


260 


240 


240 


78-83 




240 


275 


380 


400 


420 


375 


375 


375 


370 


325 


300 


300 


300 


240 


220 


220 


84- 89 




200 


250 


350 


375 


385 


350 


350 


350 


350 


300 


280 


275 


275 


230 


210 


a 10 


QO- 95 




180 


230 


330 


340 


350 


350 


325 


32s 


32s 


275 


260 


260 


260 


220 


200 


200 


q6-ioi 




120 


175 


240 


250 


275 


275 


27s 


275 


275 


240 


240 


320 


220 


200 


180 


180 


102-107 






150 


200 


230 
180 


230 
200 
180 

120 


250 
220 
200 

150 


250 

225 
210 

ISO 


250 
225 
210 

180 


250 

225 
210 

180 


230 
220 
200 

175 


230 
220 
200 

175 


210 


210 


190 
1 80 
170 

160 


170 


170 


108-113 






180 


200 
180 

160 


200 
180 

160 


160 
ISO 

144 


160 


1 14-119 
120-125 








150 
144 
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Thickness in inches. 


Width in 
inches. 


A 


i 


1*. 


f 


A 


i 


A 


1 U 


i 


it 


i 


H 


I 




Length in feet. 


4 


SO 


50 


SO 


SO 


so 


so 


40 


40 


30 


30 


30 


28 


28 


28 


5 


30 


42 


42 


42 


42 


40 


30 


30 


30 


30 


30 


30 


30 


30 


6 


30 


42 


42 


42 


42 


40 


35 


30 


30 


30 


30 


30 


30 


30 


7 


25 


42 


42 


42 


42 


40 


35 


30 


30 


30 


30 


30 


30 


30 


8 


25 


42 


42 


42 


42 


42 


3« 


36 


32 


30 


29 


28 


26 


25 


9 


25 


42 


42 


42 


42 


42 


3« 


34 


32 


30 


29 


28 


26 


25 


lO 


25 


42 


42 


42 


42 


42 


38 


33 


32 


30 


29 


28 


26 


25 


II 


25 


42 


42 


42 


42 


42 


3« 


33 


31 


29 


28 


27 


25 


24 


12 


25 


42 


42 


42 


42 


42 


37 


32 


30 


28 


27 


26 


24 


23 


13 




42 


42 


42 


42 


42 


37 


32 


30 


27 


25 


24 


22 


20 


14 




42 


42 


42 


42 


40 


35 


30 


28 


26 


25 


23 


22 


20 


i4i 




42 


42 


42 


42 


36 


33 


30 


28 


25 











In the tables of angles the areas are given, and the weights in 
pounds per foot of section can be obtained by multiplying the 
areas by 3.4. 

The moments of inertia and location of the centers of gravity 
of the angles are given in the tables following. 

The radii of gyration are readily found from 

I = inertia; 
A = area in square inches. 

All data are based upon dimensions in inches and weights in 
pounds. 
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GRAPHICS AND STRUCTURAL DESIGN 



DIMENSIONS AND AREAS OF ANGLES 



Uneven 
legs. 


Even 
legs. 


i 


A 


i 


A 


i 


A 


i 


A 


t 


a 


1 


« 


t 


11 


I 

4 




8 X8 
6X6 




1 








7-75 
5. 75 
5.00 
4. 75 
4.50 
4.2s 
4.00 
3.75 
3.50 
3.25 
1 ro 


8.68 
6.43 
5.59 
5.31 
S.03 
4.75 
4.47 
4.18 

2.1S 


9.6X 
7.11 

t:U 

5. 55 
5.23 
4.92 
4.61 
4.30 
3.98 
3-67 
3.36 


lo.s 
7.78 
6.75 
6.41 
6.06 
5.72 
5.37 
5. 03 
4.68 
4-34 
4.00 
3.65 


4-* 
8.44 

7.31 

6.19 
5.81 
5-44 

4.69 
4.31 


12.3 
9.09 
7.87 
7.47 
7.06 
6.65 

5.84 
5.43 
5. 03 
4.62 


13.2 
9.74 
8.42 
7.99 
7-55 
7." 
6.67 


14.1 
10.4 
8.97 
8.50 
8.Q3 


15.0 












4.36 


5. 06 
4.40 
4.18 
3.97 
3. 75 
3.53 
3.31 
3.09 
2.87 
2.6«; 


11. 


•7 X3* 
6 X4 










9.50 


•S XS 










3.61 
3.42 
3.23 
3.0s 
2.86 
2.67 
2.48 
2.30 
2.11 
1.92 
1.73 

1:§ 

1.17 
0.99 


9.00 


6 X3k 










850 


5 X4 














5 X3i 










2.56 
2.40 
2.2s 
2.09 
1.93 

\:t 

1.47 
1. 31 
1. 15 
1. 00 
0.84 






S X3 


4 X4 












•4 X3j 














4 X3 
34X3 
3X2J 
3 X2j 
3 X2 


34X3* 














. .. . 












3 X3 
•2iX2l 

2iX2i 
•2iX2 

2 X2 

m 






1.44 
1. 31 
1. 19 
1.06 
0.94 
o.8x 
0.69 


2.43 1.TK, 












1.78 
1.56 
1.30 


2.50 
2.25 
2.00 






























2iX2 


0:36 


0.81 
0.72 
0.62 

O.S3 

































































































* special sections. 



MOMENTS DF INERTIA AND CENTERS OF GRAVITY OF 

ANGLES 



Even Legs 



1 




g 


^ 




) 



Thick- 
ness. 


i 


f 


i 


i 


1 


I 


I 


' Legs. 


I 


i 


/ 


t 


/ 


i 


/ 


i 


/ 


g 


I 


8 


/ 


8 


8 X8 
6 X6 
•5 X5 

4 X4 
34X34 
3 X3 

"21X21 

2 X24 
atX24 
a Xa 


1.2 

0.95 

0.70 

0.50 

0.35 


o!84 
0.78 

O.S9 


IS.A 
8.7 
4.4 
2.9 
1.8 
1.3 
0.98 
0.70 
0.48 


i!6" 

1.4 

x.x 

1.0 

0.89 

0.82 

0.76 

0.70 

0.64 


48.6 
19.9 
II. 3 

5J 
3.6 

2.2 

1.7 

X.2 

'o!s9 


2.2 

1.7 

1.4 

1.2 

I.I 

0.93 

0.87 

0.81 

o!68 


59. 4 
24.2 
13.6 
6.7 
4.3 
2.6 


2.2 

1.7 
1.5 
1.2 
I.I 
0.98 


69.7 
28.2 

'7*7 
5.0 


2.3 
1.8 

.... 

"i.3 
1.2 


79.6 
31.9 

■8'.6 
5.5 


2.3 
1.8 

i.3 
1.2 


I 


I9.0 
(55 


2.4 
1-9 



* Special sections. 
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MATERIALS 



IS 



MOMENTS OP INERTIA AND CENTERS OP GRAVITY OF 

ANGLES 

Uneven Legs 



-k^ 



TWrV- 
aeaa. 


Axis. 


i 


i 


i 


f 


1 


i 


I 


Legs. 




I 


t 


I 


i 


I 


i 


/ 


t 


I 


t 


I 


i 


/ 


t 


•7X3* 


I 

2 






4.9 

135 
3.3 
12.9 

11 

3.2 

7.8 
2.0 
7.4 
3.0 
4.2 
19 
4.0 
1.9 
2.7 
I.I 
2.6 
I.O 

1.7 

0.S4 
IS 
o.si 
0.91 


1.94 
0.79 
2.0 
1.0 

IS 

0.86 

1.6 

0.70 

0.96 

1.2 

0.78 

1.3 

0.83 

I.I 

0.66 

1.2 

0.96 
0.54 
1.0 

It 


4-4 

17.4 

i6!6 
6.0 

10. s 
4.1 

10. 
2.6 
95 
3.8 
S.3 
2.4 
S.I 
2.3 
3.S 
1.4 
3.2 
1.3 
2.1 
0.67 

IX 

I.I 


0.78 

2.S 
0.99 

IZ 

2.1 
I.I 

1.6 
0.91 
1.7 

0.7S 
1.8 
1. 00 
1.2 
0.83 

l:k 

i.i 

0.70 

1.2 

0.7S 

1.0 

0.58 

I.I 


53 
30.9 

7.S 
21. 1 

S.I 

20. 1 
7.1 

12.6 
4.8 

12.0 
3.1 

II.4 

tl 

IX 

2.8 

tl 

3.9 
IS 

2.S 


0.82 

2.6 
1.0 

i.U 

2.1 
I.I 
1.6 
0.9S 

l:lo 

1.8 
1. 00 

11 

1.4 

0.92 

1.2 

0.7s 

1.3 

0.79 

1.0 


6.1 
36.0 

8.7 
24. S 

S.8 
23.3 

"S.6 
13.9 

3.S 
13.2 

U 

3.2 
4.9 
1.8 
4.4 


I.I 

2.1 

0.93 

2.2 


6.8 
40.8 
9.8 

26.4 


0.91 

2.7 

I.I 

2.1 

0.97 

2.2 


7.S 
4S.4 
10.7 
30.8 

7.2 
29.2 


0.96 


6 X4 








6 X3* 












2.3 










•S X4 


















1.0 
1.7 
0.84 

1.8 


6.2 

IS. 7 

41 


1.0 
1.8 
0.88 
1.9 






5 X3i 
















5 X3 
















•4 X3i 






















0.92 

0.96 
1.2 
0.79 
1.3 


3.S 
S.2 


0.96 
I.S 
1.0 
1.3 






4 X3 








3*X3 














3»X3i 


0.74 
1.2 
0.39 
I.I 

It 


0.61 

I.I 

0.66 

0.91 

0.49 

0.99 

0.S4 
0.79 












3 X2k 
3 X2 
2iX2 











' special sections. 



The properties of angles of intermediate thickness can be 
interpolated from the tables with sufficient accuracy for most 
purposes. 
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GRAPHICS AND STRUCTURAL DESIGN 



PROPERTIES OF STANDARD CHANNELS 

























Radios of 




Weight 
per 
foot. 


Flange. 
b. 


Web. 


Gauge, 
m. 


Tan- 


Max. 
bolt or 
rivet. 


Moment 
of in- 
ertia. 


Moment 
of in- 
ertia, 

axis 2-2. 


Dis- 
tance 
baae 
toe. 
ofg. 


Area. 


gyration. 




Axis 
i-i. 


Axis 
a-a. 


r 


55.00 


3.82 


0.82 


2.50 


12.25 


^ r 


430 


12.2 


0.82 


16.18 


5.16 


0.87 




50.00 


3.72 


0.72 


2.50 


12.25 




403 


11.2 


0.80 


14.71 


5.23 


^S 


IS 


45.00 


3.62 


0.62 


2.00 


12.25 


1 


375 


10.3 


0.79 


13.24 


5.32 


0.88 


40.00 


3.53 


0.52 


2.00 


12.25 


348 


9.4 


0.78 


11.76 


5.44 


0.89 




35.00 


3.43 


0.43 


2.00 


12.25 




320 


8.5 


0.79 


10.29 


5.57 


0.91 


. 


33.00 


3.40 


0.40 


2.00 


12.25 


- 


312 


8.2 


0.79 


9.90 


S.62 


0.91 


r 


40.00 


3.42 


0.76 


2.00 


10.00 


1 r 


197 


6.6 


0.72 


11.76 


4.09 


0.75 




35-00 


3.30 


0.64 


2.00 


10.00 1 1 


179 


5.9 


0.69 


"29 


4.17 


0.76 


12^ 


30.00 


3.17 


0.51 


1.75 


10.00 


► 1 ^ 


162 


5.2 


0.68 


8.82 


4.28 


0.77 




25.00 


3.0s 


0.39 


1.75 


10.00 




144 


4.5 


0.68 


*7.35 


4.43 


0.78 


- 


20.50 


2.94 


0.28 


1.75 


10.00 


. 


128 


3.9 


0.70 


6.03 


4.61 


0.81 


r 


35. 00 


3.18 


0.82 


1.75 


8.25 


^ 


116 


4.7 


0.69 


10.29 


3.35 


0.67 


1 


30.00 


3.04 


0.68 


1.75 


8.25 




103 


4.0 


0.65 


8.82 


3.42 


0.67 


10^ 


25.00 


2.89 


0.63 


1.7S 


8.2s 


* 1 ' 


91 


3.4 


0.62 


7.35 


3.52 


0.68 




20.00 


2.74 


0.38 


1.50 


8.25 




79 


2.9 


o.6x 


5:88 


3.66 


0.70 


I 


15.00 


2.60 


0.24 


1.50 


8.25 


. 


67 


2.3 


0.64 


4.46 


3.87 


0.72 


' 


25.00 


2.81 


0.61 


1.50 


7.25 


1 r 


71 


3.0 


0.62 


7.35 


3.10 


0.64 


9' 


20.00 


2.65 


0.45 


I. SO 


7.2s 


M' 


61 


2.5 


0.58 


5.88 


3.21 


0.^ 


15.00 


2.49 


0.29 


1.38 


7.2s 


51 


2.0 


0.59 


4.41 


3.40 


0.66 


. 


13.25 


2.43 


0.23 


1.38 


7.25 


J I 


47 


1.8 


o.6x 


3.89 


3.49 


0.67 




21.25 


2.62 


0.58 


I. SO 


6.25 


^ r 


48 


2.3 


0.59 


6.25 


2.76 


0.60 




18.75 


2.53 


0.49 


1.50 


6.25 




44 


2.0 


0.57 


5.51 


2.82 


0.60 


8- 


16.25 


2.44 


0.40 


1.50 


6.25 


* \ ' 


40 


1.8 


0.56 


4.78 


2.89 


0.61 




13.75 


2.35 


0.31 


1.38 


6.25 




36 


1.6 


0.56 


4.04 


2.98 


0.62 


. 


11.25 


2.26 


0.22 


1.38 


6.25 




32 


1.3 


0.58 


3. 35 


3.10 


0.63 


' 


19.75 


2.51 


0.63 


1.50 


5.50 




33 


X.8 


0.58 


S.81 


2.39 


0.56 




17.25 


2.41 


0.53 


1.50 


5. 50 




30 


1.6 


0.5s 


5.07 


2.44 


o.s6 


r 


14.75 


2.30 


0.42 


1.50 


5.50 


' 1 ■ 


27 


1.4 


0.53 


4.34 


2.50 


0.57 




12.25 


2.20 


0.32 


1.25 


5. 50 




24 


1.2 


0.53 


3.60 


2.59 


0.57 


^ 


9. 75 


2.09 


0.21 


1.25 


5.50 


- 


21 


0.98 


0.55 


2.85 


2.72 


0.59 


' 


15.50 


2.28 


0.56 


1.25 


4.50 


1 r 


19.5 


1.3 


0.55 


4.56 


2.07 


0.53 


iv< 


13.00 


2.16 


0.44 


1.25 


4.50 


L _ J 


17 3 


I.l 


0.52 


3.82 


2.13 


0.53 


v* 


10.50 


2.04 


0.32 


1.25 


4.50 r t 1 


15.1 


0.88 


0.50 


3.09 


2.21 


0.53 


. 


8.00 


1.92 


0.20 


1.13 


4.50 


J L 


13.0 


0,70 


0.52 


2.38 


2.34 


0.54 


' 


11.50 


2.04 


0.48 


1.13 


3. 75 


1 . f 


10.4 


0.82 


0.51 


3.38 


1-75 


0,49 


s- 


9.00 


1.89 


0.33 


1. 13 


3.7s 


• ♦ 1 


8.9 


0.64 


0.48 


2.65 


1.83 


0.49 


te 


6.50 


1. 75 


0.19 


1.13 


375 


J 1 


7.4 


0.48 


0.49 


1.95 


1.95 


0.50 


f 


7.25 


1.73 


0.33 


1. 00 


2.75 


>l f 


4.6 


0.44 


0.46 


2.13 


1.46 


0.46 


4-^ 


6.25 


1.65 


0.25 


1. 00 


2.75 


' * 1 


4.2 


0.38 


0.46 


1.84 


1. 51 


0.4s 


L 


5.25 


1.58 


0.18 


1. 00 


2.75 




3.8 


0.32 


0.46 


1.55 


1.56 


0.45 


r 


6.00 


1.60 


0.36 


0.88 


1.75 


1 . f 


2.1 


0.31 


0.46 


1.76 


1.06 


0.42 


3- 


5.00 


1.50 


0.26 


0.88 


1.75 


r * 1 


1.8 


0.25 


0.44 


1.47 


1.12 


0.41 




4.00 


1.41 


0.17 


0.88 


1.75 


J I 


1.6 


0.20 


0.44 


1.19 


1.17 


0.41 



Note. — This table is taken from the handbook of the Cambria Steel Co. 
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f« l^r 



•8 . 




11 


h 


li 


2 -M 


III 


ill 


lit 


III 


ll 






d 




A 


t 


b 


/ 


5 


r 


/' 


r' 




n 


T 


Im. 


Lbs. 


Sq.ins. 


In. 


Ins. 


Ins.« 


Ins.> 


Ins. 


Ins.* 


In. 


Ins. 


Ins. 


Ins. 


3 


5.S0 


1.63 


0.X7 


2.33 


3.5 


1.7 


1.33 


0.46 


0.531 










6.50 


1.91 


0.26 


3.42 


3.7 


X.8 


1.19 


0.53 


0.52^ 




1/. 


iH 


3 7.50 


3.31 


0.36 


a.s2 


2.9 


i.O 


1.15 


0.60 


0.52J 










750 


3. 31 


0.X9 


0.66 


6.0 


3.0 


1.64 


0.77 


0.59^ 










8.50 


3. SO 


0.36 


J:g 


6.4 


3.2 


1.59 


0.85 


0.58 1 




i\ 


Ak 


4 9.50 


2.79 


0.34 


6.7 


3.4 


X.54 


0.93 


0.58 f 


4 10.50 


3.09 


0.41 


a.88 


7.1 


3.6 


1.53 


X.OI 


0.57J 








5 975 


2.87 


0.3I 


3.00 


13. X 


4.8 


3.05 


X.33 


0.65-1 








5 was 


3.60 


0.36 


3. IS 


13.6 


5.4 


1.94 


1.45 


0.63 i. 




If 


2k 




14.7s 


4.34 


0.50 


3.29 


15. 1 


6.1 


1.87 


1.70 


0.63J 










12.35 


3.6X 


0.23 


3-33 


3X.8 


7.3 


2.46 


1.85 


0.72^ 










14.75 


4.34 


0.35 


345 


34.0 


8.0 


2.35 


3.09 


0.69 > 




3 


Ah 




17.25 


5.07 


0.47 


357 


36.3 


8.7 


2.37 


3.36 


0.68J 










15.00 


4.42 


0.35 


3.66 


36.3 


10.4 


3.86 


2.67 


0.78*1 










17.50 


5-11 


0.35 


3.76 


39.2 


II. 3 


3.76 


2.94 


0.76 ' 




2i 


5l 




30.00 


5.88 


0.46 


3.87 


43.3 


I3.I 


3.68 


3.24 


0.74 J 








8 18.00 


5.33 


0.37 


4.00 


S6.9 


14.2 


3.27 


3.78 


0.84^ 










30.25 


5.96 


0.35 


4.08 


60.3 


15.0 


3.18 


4.04 


0.82 I 




2i 


6A 




22.75 


6.69 


0.44 


4.17 


64.1 


16.0 


3.10 


4.36 


0.81 f 




35. 35 


7.43 


0.53 


4.26 


68.0 


17.0 


3.03 


4.71 


0.80J 










31.00 


6.31 


0.39 


4.33 


84.9 


18.9 


3.67 


5X6 


0.90"^ 










3500 


735 


0.41 


4-45 


91.9 


20.4 


3.54 


5.65 


0.88 i 




2* 


7A 


9 30.00 


8.82 


0-57 


4.61 


X01.9 


33.6 


3.40 


6.42 


0.85 f 




35.00 


10.29 


0.73 


4.77 


III. 8 


24.8 


3.30 


7.31 


O.84J 








xo 


35.00 


7-37 


0.31 


4.66 


X33.X 


T. 


4.07 


6.89 


0.97I 








xo 


30.00 


8.8a 


0.45 


4.80 


134.2 


3.90 


7.65 


0.93 I 




2i 


7il 


10 


35.00 


IM? 


0.60 


4.95 


146.4 


29.3 


3.77 


8.52 


0.91 1 


10 


40.00 


0.75 


5.10 


IS8.7 


31.7 


3.67 


9.50 


0.90 J 








la 


31. so 


9.36 


0.35 


5.00 


315.8 


36.0 


4.83 


950 


x.on 








13 


35.00 


X0.39 


0.44 


5. 09 


338.3 


38.0 


471 


10.07 


0.99 > 




2l 


91 


12 


40.00 


11.76 


0.56 


5.21 


345.9 


41.0 


4.57 


10.95 


0.96 J 








xs 


43.00 


13.48 


0.41 


5. SO 


441.8 


S8.9 


5.95 


14.62 


I.08S 
1.07 








15 


45.00 


X3.24 


0.46 


5. 55 


455.8 


60.8 


5.87 


15 09 








15 


50.00 


x6!x8 


0.56 


5.65 


483.4 


64.5 


5.73 


16.04 


1.04 >■ 




3 


12* 


15 


55.00 


0.66 


5. 75 


511. 


68.1 


5.62 


17.06 


1.03 








IS 


60.00 


17.65 


0.75 


5.84 


538.6 


71.8 


5.52 


18.17 


l.OlJ 








18 


SS.o 


XS.93 


0.46 


6.00 


795.6 


88.4 


7.07 


21.19 


X.I51 


0.875 






18 


60.0 


17.65 


0.56 


6.10 


841.8 


93.5 


6.91 


22.38 


1.13 1 








18 


65.0 


19.13 


0.64 


6.18 


881. 5 


97.9 


6.79 


23.47 


I. II 1 




A 


ISA 


18 


70.0 


30.59 


0.72 


6.36 


921.3 


103.4 


6.69 


24.62 


I.09J 








20 


65.0 


19.08 


0.50 


6.35 


1169.5 


117.0 


7.83 


27.86 


1.2I1 








90 


70.0 


20.59 


0.58 


6.33 


1219.8 


122.0 


7.70 


29.04 


I.I9>' 


1 


3l 


x6}| 


ao 


75.0 


32.06 


0.6S 


6.40 


1268.8 


136.9 


7.58 


30.25 


I.17J 








a4 


80.0 


33.32 


0.50 


7.00 


2087.2 


173.9 


9.46 


43.86 


1.36'] 








24 


85.0 


35.00 


0^63 


7.07 


2167.8 


X80.7 


9.31 


44.35 


1.33 








34 


90.0 


26.47 


7.13 


3338.4 


186.5 


9.20 


45.70 


1.34 


X 


4 


20il 


34 


95.0 


27.94 


0.69 


7.X9 


3309.0 


193.4 


9.09 


47.10 


1.30 








24 


100. 


39.41 


0.75 


7.35 


3379.6 


198.3 


8.99 


48.55 


I.28J 









Note. —This table is taken from the handbook of the Cambria Steel Co. 
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Grey Mill Sections 

The Bethlehem Steel Company on their Grey Mill are able 
to roll sections with much wider flanges than are possible with 
the usual methods of manufacture. These sections make better 
columns and can be used upon longer spans without lateral brac- 
ing. The following tables give some of these sections with their 
properties. In H columns, xmder each section-number, only the 
first three weights and the maximum weight are given although a 
large number of intermediate weights are rolled. The beam and 
girder-beam sections are given almost completely. 

H COLUMNS 

Y 



=rT 



r 



X? 



- — ^i — 1 



o 


1 

I 

1 


1 


D 


b 


t 


T 


Axis XX. 


KdbYY. 


'Z 


-3 . 




^§ • 





gs 

ll 


III 




Lbs. 


Sq.ias. 










I 


s 


r 


/' 


5' 


r' 


' 


83.S 


24.5 


;il 


13.9 


.0.43 


II. X 


884.9 


128.7 


6.01 


3945 


42.3 


3.47 


HI4 


91.0 


36.8 


14.0 


0.47 


II. I 


976.8 


140.8 


6.04 


32s. 4 


46.6 


340 


99.0 


39.1 


14 


14. 


o.si 


II. I 


1070.6 


IS3.0 


6.07 


356.9 


Si.o 


3. SO 




3875 


84.S 


i6l 


14.9 


1. 41 


II. I 


3836.1 


454. 7 


6.74 


1226.7 


164.7 


3.81 


• 


64.S 


X9.0 


"! 


II. 9 


0.39 


9.2 


499.0 


84.9 


5.13 


168.6 


38.3 


2.98 


H 12 


71. 5 


21. 


12.0 


0.43 


9.2 


SS6.6 


93.7 


5.15 


188.2 


31. 5 


3.00 


78.0 


22.9 


12 


12.0 


0.47 


9.2 


61S.6 


102.6 


S.18 


208.1 


34.7 


3.01 


. 


161. 


47.3 


I3i 


12. S 


0.94 


9.2 


1444.3 


214.0 


553 


477.0 


76.5 


3.18 


• 


49.0 


14.4 


9l 


10. 


0.36 


7.7 


263. 5 


534 


4.28 


89.1 


17.9 


3.49 


H 10 


54.0 


IS.9 


10 


10. 


0.39 


7.7 


296.8 


59.4 


4.32 


100.4 


20.1 


2.51 




59. S 


17.6 


lOj 


10. 


0.43 


7.7 


331.9 


65.6 


4. 35 


112. 2 


22.3 


2.53 


■ 


"35 


36.3 


11} 


lo.s 


0.86 


7.7 


790.4 


137.5 


4.67 


259.3 


49.5 


3.67 


• 


31. S 


9.2 


7i 


8.0 


0.31 


6.1 


105. 7 


26.9 


3.40 


35.8 


8.9 


1.98 


H 8 


34-5 


10.2 


8 


8.0 


0.31 


6.1 


121. 5 


30.4 


3.46 


41.1 


10.3 


3.01 




39.0 


II.S 


3 


8.0 


0.35 


6.1 


139. 5 


34.3 


3.48 


47.3 


II. 7 


3.03 




90.S 


26.6 


8.S 


0.78 


6.1 


38S.3 


81. 1 


3.80 


125. 1 


29.6 


2.17 
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GIRDER BEAMS 




30 

3P 
a8 
38 

26 

a6 
24 
24 

20 
20 

x8 
IS 
IS 
IS 

13 

13 
XO 
9 
8 



200.0 
180.0 

xSo.o 
X650 
xte.o 
XSO.O 
X40.0 

I30.0 

140.0 

XI3.0 
93.0 

140.0 
X04.0 

73.0 

70.0 
SS.o 

44.0 

38.0 
32.S 



58.71 

53.00 

53.86 
48.47 
46.91 
43.94 

41.16 

35.38 
41.19 
33.81 
37.13 

41.37 
30.50 
21.49 
20.58 
16.18 

12.95 
IX. 33 
9.54 



2g 



0.750 
0.690 
0.690 
0.660 
0.630 
0.630 
0.600 
0.530 
0.640 
0,550 
0.480 
0.800 
0.600 
0.430 
0.460 
0.370 
0.310 
0.300 
0.390 



o o 



Neutral axis perpen- 
dicular to web at 
center. 






1500 
X3.00 
14.35 
13.50 
13.60 
12.00 

13.00 

X3.00 
X3.50 
X3.00 

IX. 50 

11.75 
11.35 
10.50 
XO.OO 
9.75 

9-00 
8.50 
8.00 



9x50.6 

8194.5 
7264.7 
6563.7 
5620.8 
5153.9 

4301.4 

3607.3 

2934. 7 
3343.x 
1591.4 
1592.7 

1330. X 
883.4 
538.8 
432.0 
244.2 
170.9 
1 14. 4 



n 



13.48 
12.43 
IX. 72 
IX. 64 

10.95 
10.83 

10. 10 

10.10 

8.44 
8.45 

7.66 

6.21 

6.32 
6. 41 
5.13 
5.17 
4-34 
3.90 
3.46 



I 



1 



6x0.0 
546.3 
518.9 
468.8 
433.4 
396.5 

350. X 
300.6 
393.5 
334.3 
176.8 
313.4 
163.7 
117. 8 

89.8 

73.0 

48.8 
38.0 

38.6 



Nentralaxifl 
coincident 
with center 
line of web. 



630.3 
433-3 
533.3 
371.9 
435.7 
314.6 



3.38 
3.86 
3.18 
2.77 
3.0s 
3.68 



346.9 2.90 



249.4 


3.66 


348.9 


3.91 


339-3 


3.70 


X83.6 


3.59 


331.0 


2.83 


3x3.0 


3.64 


X33.3 


2.39 


1x4.7 


2.36 


8x.i 


2.24 


57.3 


2.X0 


44.1 


1.98 


33.9 


1.86 



XX. 00 
9.00 

10.25 
8.50 
9.50 

8.00 
9.00 
8.00 
8.S0 
8.00 
7.S0 
7.75 
7. 25 
6.50 
6.00 
6.00 
5. 50 
5.25 
5.00 



25.2 
25. 2 
23.4 
23.4 
21.6 
21.6 
20.0 
20.3 

IS. 7 
16.4 
X4.8 
10. 1 
XI. X 
12. 1 
9.0 
9.5 
7.8 
9.9 

6.0 



BEAMS 



30 


X3O.0 


353 


0.54 


10.5 


5239.0 


13.3 


349.0 


165.0 


3.3 


X 


6.50 


26.4 


28 


IQS.O 


30.9 


0.50 


10. 


4014.0 


XI. 4 


387.0 


131. 


3.1 


X 


6.00 


24.7 


26 


90.0 


36.5 


0.46 


9.5 


2977.0 


10.6 


339.0 


lOI.O 


X.9 


I 


5.50 


23.0 


24 


84.0 


34.8 


0.46 


9.3 


3383.0 


9.8 


198.0 


91.0 


1.9 






5.35 


21.0 


24 


73.0 


31. 5 


0.39 


9.0 


3091.0 


9-9 


174.0 


74.0 


1.9 






5.35 


31. 3 


20 


83.0 


24.2 


0.57 


8.9 


X560.0 


8.0 


156.0 


80.0 


1.8 






5.00 


17. 1 


20 


73.0 


21.4 


0.43 


8.7 


1466.0 


8.3 


146.0 


76.0 


1.9 






5.00 


17.1 


20 


69.0 


20.3 


0.53 


8.1 


1369.0 


Z^ 


137.0 


51.0 


1.6 






4. SO 


I7.S 


20 


64.0 


18.9 


0.45 


8.1 


1332.0 


8.0 


123. 


50.0 


1.6 






4.50 


17. S 


30 


S9.0 


17.4 


0.38 


8.0 


II72.O 


8.3 


117. 


48.0 


1.7 






4.50 


17. S 


X8 


59.0 


17.4 


0.50 


7.7 


883.0 


7.x 


98.0 


39.0 


1.5 






4.2s 


IS. 7 


x8 


54.0 


15-9 


0.41 


7.6 


843.0 


7.3 


94.0 


38.0 


1. 5 






4.25 


IS. 7 


x8 


53.0 


15.2 


0.38 


7.6 


835.0 


7.4 


92.0 


37.0 


1.6 






4.25 


IS. 7 


x8 


48.5 


14.2 


0.33 


7.5 


798.0 


1^ 


89.0 


36.0 


X.6 






4.25 


IS. 7 


15 


71. 


30.9 


0.53 


7.5 


796.0 


6.3 


106.0 


61.0 


1.7 






4.25 


XI. 7 


IS 


64.0 


18.8 


0.60 


7.3 


665.0 


6.0 


89.0 


43.0 


IS 






4.00 


12.3 


15 


54.0 


15.9 


0.41 


7.0 


6X0.0 


6.3 


81.0 


38.0 


1.6 






4.00 


12.3 


IS 


46.0 


135 


0.44 


6.8 


485.0 


6.0 


65.0 


35.0 


1.4 






3.75 


12.9 


IS 


41.0 


13.0 


0.34 


f ' 


457.0 


6.3 


61.0 


34.0 


1.4 






3.75 


12.9 


IS 


38.0 


IX.3 


0.39 


6.7 


4430 


6.3 


59.0 


23.0 


1.4 






3. 75 


12.9 


13 


36.0 


10.6 


0.31 


6.3 


369.0 


5.0 


45.0 


21.0 


1.4 






3.S0 


9.9 


13 


33.0 


9.4 


0.33 


6.3 


338.0 


4.9 


38.0 


16.0 


1.3 






3.50 


10. 2 


13 


28.5 


8.4 


0.35 


6.1 


3X6.0 


5.1 


36.0 


XS.o 


1.3 






3.50 


10.2 


xo 


28.S 


8.3 


0.39 


6.0 


134.0 


4.0 


37.0 


12.0 


1.3 






3.25 


8.4 


10 


235 


6.9 


0.25 


59 


133. 


4.3 


35.0 


II. 


1.3 




3.25 


8.4 


9 


34.0 


7.0 


0.36 


5.6 


93.0 


3.6 


30.0 


9.0 


I.I 






3.00 


7.5 


9 


20.0 


6.0 


0.35 


5.4 


85.0 


3.8 


19. 


8.0 


1.3 






3.00 


7.S 


8 


19.5 


5.8 


0.33 


53 


61.0 


3.2 


15.0 


7.0 


X.X 






2.75 


6.6 


8 


17.5 


5.2 


0.35 


5.2 


57.0 


3.3 


14.0 


6.0 


X.I 






2.75 


6.6 
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CHAPTER II 
GRAPHICS 

Statics. — Statics treats of forces at rest and therefore in 
equilibrium, hence the resultant force in any direction and the 
moments of the forces about any point must be zero. For 
coplanar forces the condition of equilibrium is expressed in the 
following equations: 

S horizontal forces = o, 
S vertical forces = o, 
S moment of forces about any point = o. 

Graphic Statics. — Graphic statics relates to the solution of 
statical problems by geometrical constructions. 

Force. — Force is an action upon a body tending to change 
its state of rest or motion. A force is completely known when 
its magnitude, direction, line of action and point of application 
are known. 

Magnitude. — Forces may be measured by any imit of weight. 
It is most convenient in this work to use the pound. The magni- 
tude of a force can be represented graphically by the length of 
a line, the length being drawn to a previously chosen scale, for 
instance, if the scale is i inch to looo pounds then a line ^-inch 
long represents a force of 500 poimds. 

Direction. — An arrow placed on the line is used to indicate 
the direction of the force. 

Line of Action. — The line of action is along the line repre- 
senting the force and it is along this line that the force tends to 
produce motion. 

Point of Application. — The i)ouit of application is the place 
assumed as a point where the force acts upon the body. 
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Coplanar and IToncoplanar Forces. — Coplanar forces have 
their lines of action in a common plane, while the lines of action 
of noncoplanar forces do not lie in the same plane. Where not 
otherwise stated coplanar forces are to be understood. 

Concurrent and Nonconcurrent Forces. — Concurrent forces 
have their lines of action intersect in a point, while the lines of 
action of nonconcurrent forces fail to meet in a common point. 

Equilibrium. — A nxunber of forces are in equilibriimi when 
they produce no tendency to motion in the body upon which 
they act. 

Couple. — Two equal and parallel but opposite forpes con- 
stitute a couple. The arm of the couple is the perpendicular 
distance between their two lines of action. 

Moment of a Couple. — The moment of a couple is the product 
of either force by the arm of the couple. 

Resultant. — The resultant of a system of forces is the single 
force or simplest system that would produce the same eflPect as 
the other forces and could, therefore, replace them. 

Equilibrant. — The equilibrant is equal in magnitude to the 
resultant but opposite to it in direction. It is, therefore, the 
single force or the simplest system that will exactly neutralize 
the given system of forces. 

Let the force Fi acting on the point d be represented in direc- 
tion and magnitude by the line oJ, 
and similarly the force F2, also act- 
ing on d, be represented^ by rfc, then 
completing the parallelogram and 
drawing the diagonal db gives R, the 
magnitude and line of action of the p ^ 

residtant. Its direction, to produce 

the same eflPect as the two forces Fi and F2, must be as indicated 
by the arrow. 

Force Triangle. — The triangle dbc would have given the 
resultant force as well as the parallelogram. Suppose the two 
known forces are laid off so that the arrows run in the same 




^ 
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direction, that is either clockwise or counterclockwise; then the 

line closing the triangle with its ar- 
row following around in the same 
direction as the other two arrows, 
here counterclockwise, will be equal 

d^'^ '* *^o to the resultant but opposite in di- 

'^' ^' rection; hence, E is the force which 

would hold the two forces Fi and F^ in equilibrium and is 
their equUibrant. 

Force Polygon. — If more than three forces meet at a point and 
are in equilibrium a force polygon may be constructed by finding 
the resultant of two of the forces, combining this resultant with 
a third force to find a second resultant, and so on imtil all the 
forces have been considered and a final resultant determined. 





Ri is the resultant of Fz and F4; R2 is the resultant of Ri and 
Fty and F2 is the equilibrant of the forces Fi, F^, F4 and Fz. 

It is evident that in the construction the drawing of the 
resultants Ri and R2 might have been dispensed with, it only 
being necessary to lay the forces off so that the arrows would 
follow in the same direction. It follows then that any number 
of concurrent coplanar forces will be in equilibrium if their force 
polygon closes and that any side of the force polygon represents 
the equilibrant of all the other forces. 

Equilibrium of Coplanar, Nonconcurrent Forces. — In the 
case of coplanar nonconcurrent forces the closing of the force 
polygon is not alone sufficient proof of equilibrium. This will be 
seen from the following simple example. The three forces Fi, F2 
and Fz are equal and act in the same plane making an angle of 
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1 20 degrees with each other. It is evident that, being an equilat- 
eral triangle, the force polygon closes. For the system to be in 
eqtdlibrium, however, the equilibrant of F2 and Fz should coin- 
cide with E. It is evident that the equilibrant of the system 
would be a clockwise or negative moment Fi X a. Hence, when 
a system of nonconcurrent forces is in equilibrium the force 





Fig. 6. 

polygon must close and the simi of the moments of the forces 
must be zero. It follows that three nonconcurrent forces can- 
not be in equilibriimi unless the forces are parallel and that the 
resultant of the group of nonconcurrent forces may be either 
a single force or a couple. 

Components. — In a system of forces having a resultant each 
force is a component of the resultant. Hence, a force may have 
any niraiber of components. 

Composition of Forces. — Composition of forces consists in 
finding for a system of forces an equivalent system having a 
smaller number of forces. The simplest case of composition of 
forces is finding a single force replacing a system of forces. 

Resolution of Forces. — Resolution of forces consists in finding 
for a system of forces an equivalent system having a greater 
number of forces. An illustration of this is where a given force 
is resolved into two or more forces or components. 

Equilibrium Polygon 

A system of forces is shown in Fig. 7. Fig. 8 is the force 
polygon. Fi and F^ intersect and the line of action of their 
resultant must pass through their point of intersection and be 
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parallel to a, the resultant of Fi and F2 in the force polygon. 
Similarly the resultant 6 of a and Fz must pass through the point 
of intersection of a and Fz in Fig. 7, and be parallel to b in the 
force polygon, Fig. 8. In this way we finally reach JR, the result- 



A. 






-/r 



Fic. 7. 



-'-y pi 



/ 




ant of F4, with 6, the resultant of all preceding forces Fi, F^ and 
Fa. In Fig. 7, i? is located by thefact that it must pass through 
the intersection of F4 and 6. It must also be equal and parallel 
to i? in Fig. 8. - 

Figure 10 is an equilibrium or funicular polygon. For the 
system to be in equilibrium a force equal and opposite to R would 
have to be added and its line of action would have to pass 
through the intersection of F4 and h in Fig. 10. 

In the above system the force polygon, Fig. 9, closes but F^ 
does not coincide with the resultant R of the other forces Fi.F^, 





Fig. 10. 



Fz and F4, in the equilibrium polygon, hence, the system lacks 
equilibrium by the clockwise or negative moment — F^Xd. 
The system is in equilibrium for translation. The resultant 
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of the system is — Fj X rf. The equilibrant of the ssrstem is 

The method just given applies when the several forces can be 
conveniently made to intersect. It should be noticed that an 
infinite number of equilibrimn polygons are possible for a given 
system of forces. 

When the forces do not intersect conveniently the equilibrium 
polygon is drawn as follows: 

Take any point O, called a pole, outside of the forces Fi, 
Ft and F9 and connect the extremities of these forces with the 
lines called rays, a, 6, c and d. The force Fi will be held in equi- 
librium by the two rays a and b, acting as indicated by the 
arrows inside the triangle formed by the force Fi and the rays a 

R 



>s: 




Fig. zz. Fig. z2. 

and b. In the same way b and c hold F2, and c and d hold Fz in 
equilibrium, also R, the resultant of Fi, F2 and F3, is held in 
equilibrimn by the rays a and d. Now if two forces represented by 
the rays a and b hold Fi in equilibrimn, then in the equilibrimn 
polygon these three forces must intersect in a point. Take any 
point on Fi in Fig. 11, and through it draw the lines called strings 
parallel respectively to b and a in Fig. 12. F2 is held in equi- 
librium by the rays b and c, therefore, in Fig. 11, produce b until 
it intersects the force F2 and through .this point of intersection 
draw the string c parallel to the ray c. Fig. 12. Through the 
point of intersection of string c and force Fz in Fig. 11 draw the 
string d parallel to ray d in Fig. 12 and produce it imtil it cuts 
string a. Now since the resultant if, Fig. 12, is held in equilib- 
rimn by the rays a and d, these three forces R, a and d must in- 
tersect in a point in Fig. 1 1 . The intersection of a and d locates R 
in Fig. II, its magnitude and direction being given by Fig. 12. 
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Figure 12 is the force polygon. Fig. 11 is the equilibrium 
polygon. The difference between these two polygons should be 
carefully noted. The force polygon gives the direction and 
magnitude of the forces while the equilibrixmi polygon gives the 
lines of action and the direction but not the magnitude. 

Graphic Moments 

Let Fi, F2, Fz and F4 be four forces constituting a system whose 
bending moment is desired about a point p. Draw the force 



4.t-u\{t^ 



aX 





Fig. 13. Fig. 14. 

polygon (Fig. 14), take a pole O, draw the several rays and draw 
the pole distance Os perpendicidar to the resultant R] this dis- 
tance is H. In Fig. 13 draw the equilibrium polygon making the 
strings parallel to the rays in Fig. 14. Through the intersection 
of strings a and e draw the resultant R. Through the point p 
draw y parallel to R and limited by the string e and the string a 
produced. The bending moment of R about the point p is 
RX h. The triangles 123 and 4 5 are similar, hence 

R'.Hiiyih or RXh^HXy. 

That is, the bending moment of any system of coplanar forces 
about any point in the plane is the product of the pole distance 
H, and the line y, drawn through the point p, parallel to the 
resultant of the forces R and limited by the two strings e and 
a which intersect on the resultant. 
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Moment of Parallel Forces. — The eqxiilibrium polygon may 
be used to determine the moment of any or all of a system of 
parallel forces. 

The bending moment on the beam at the section 3^-y due to 
the forces R^and Fi at the left of that section is equal to 1-2, 



Pi ^h-* y 



8n- — 



~K: 



*T» 






Fig. 15. 



r-a 






Fic. 16. 



the intercept in the equilibrium polygon multiplied by the. pole 
distance H. Expressed algebraically the bending at y-y equals 



M^iRiXg)- {Fi X A). 



(i) 



Now triangles 135 and 680 are similar, hence 1-5 :g:: &-&: F. (2) 

Also triangles 245 and 670 are similar, so that 2-5 : A:: 6-7 : H. (3) 

In equation (2), 6-8 = ifi, therefore RiX g = 1-5 X H. 
In equation (3), 6-7 = Fi, therefore Fi X A = 2-5 X H, and 

M = (i-s X F) - (2-5 XH) = 1-2 X H. 

The bending moment at any point on a beam due to a system 
of parallel forces is equal to the ordinate of the equilibrium 
polygon, cut oflf by a line drawn through the given point and 
parallel to the resultant of all the forces multiplied by the pole 
distance. By bending moment on any beam section is meant 
the algebraic smn of the moments to the left of that section. 
The intercept in the equilibrium polygon is a distance and should 
be measured to the same scale as that to which the beam is laid 
oflf. The pole distance is a force and should be measured by the 
scale used in the force polygon. 
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Uses of Force and Equilibrium Polygons 

Reactions of a Beam. — A supported beam of span L carries 
a load F a. distance a from the left support. 

Lay oflP F in Fig. i8, take the pole and draw the rays a and b. 
Through any point 2 on line of action of load F in Fig. 17 draw 
the two strings parallel to the rays a and b. Through the points 
I and 3 where the rays a and b respectively cut the lines of the 



U — -»F 



■H" 












Fig. 17. 



Fig. 18. 



reactions Ri and 222 draw the string c. Now in Fig. 18 draw the 
ray c through the pole O and parallel to the string c in Fig. 17. 
This ray c cuts the force F into two parts representing the two 
reactions, Ri being held in equilibrium by the rays a and c and Rt 
by the rays c and 6. 
Problem. — In Fig. 19 find the reactions when 
Fi = 10 tons (20,000 lbs.). 
Fi — 2 tons (4000 lbs.). 
Answer. — if 1 = 9300 lbs. Rt = 14,700 lbs. 

Problem. — Draw force and equilibrium polygons for the 
beam in Fig. 20, finding reactions Ri and R2 and the maximum 
bending moment. Check the answers by algebraic calcula- 
tions. 

Problem. — Draw force and equilibrium polygons for the beam 
in Fig. 21, find the reactions ^1 and Rt and the maximum bend- 
ing moment. Check the answers by algebraic calculations. 

In treating uniform loads graphically it is necessary to divide 
the load into small sections and the load corresponding to each 
section is considered at its center. See Figs. 22 and 23. 
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Fig. 19. 
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Fig. 31. 
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Fig. 34. 
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Fig. 26. 
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Problem. — The beam shown m Fig. 24 carries a uniform 
load of 1000 lbs. per foot of length; draw the shear and bending- 
moment diagrams, using the force and equilibrium polygons. 

Determination of the Center of Gravity. — Divide Fig. 25 
into convenient regular sections, in this case three rectangles. 
Assume forces acting through the centers of gravity of these 
rectangles representing their areas. Then, by means of force 
and equilibrium polygons (Figs. 26 and 27), locate the resultant 
or equilibrant of these three forces. The location of the vertical 
equilibrant is shown. 

Similar treatment of these areas taken as acting horizontally 
will give the horizontal equilibrant and the center of gravity of 
the figure will lie at the intersection of these two equilibrants. 

Deflection of Beams 

For beams carrying irregular loadings the graphical deter- 
mination of deflections is convenient. Books on mechanics of 
materials deduce the general equation of the elastic curve of 

beams as^ = -. 

If the equilibrium polygon representing the bending moment 
upon the beam is known the curve of its deflection may be drawn 
in the following way: 

The given bending-moment diagram is divided into sections 
and the areas of these sections are represented by the lines A , B, 
C, etc., in Figs. 28 (a) and (d). In the f uuiLUlill polygon, the pole 
is taken a distance to represent EI, E being the modulus of 
elasticity of the material of the beam, expressed in pounds per 
square inch, and / the moment of inertia of the section, in inches^, 
and referred to that axis of the beam about which the deflec- 
tion occurs. Fig. 28 (c) is an equilibrium polygon drawn in the 
usual way for the two Figs. 28 (a) and 28 (d). The intercepts y 
in the diagram, when properly scaled, give the deflection at that 
point on the beam. To determine the scale if i inch measured 
horizontally in Fig. 28 (a) represents 5 inches of span, i inch in 
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Fig. 28 (b) equals P pounds, H the pole distance in Fig. 28 (b) 
measured in inches, H^ the pole distance of Fig. 28 (d) abo 
measured in inches, further in Fig. 28 (d) i inch equals k square 
inches of the bending moment area of Fig. 28 (a). Then i inch 



of intercept in Fig. 28 (c) represents 



*.P.5«.F.ffi 



inches. 




Fig. 28. 

One square inch of area of the bending moment diagram, 
Fig. 28 (a), represents P *s^ *H (poimd inches^). 

The correctness of this method may be shown by taking a 
section of the moment curve and dividing it into strips having 
a width dx. The area of one of these sections is Jf • dx. Com- 
paring the similar triangles Oab and the infinitesimal triangle, 

we have _' - = -p- or — — r = -j^ . This is the general equation 
E • 1 dx IL • I dor 

of the elastic curve, as well as the equation of the line in 

Fig. 28 (c). 



Digitized by VjOOQ IC 



32 



GRAPHICS AND STRUCTURAL DESIGN 



Continuous Beams. — Another use of the curves of deflec- 
tion is the solution of restrained or continuous beams with 
irregular loads and spans. 

The following is a modification of the method credited to 
Dr. Geo. Wilson, "Proceedings of the Royal Society," Vol. 62, 
Nov., 1897. 




Fig. 29. 

The method consists of plotting the bending moment and 
deflection curves due to the external loads assumed as carried by 
the outer supports. Similar curves are then drawn for the same 
beam excepting that now the actual loads are removed and as- 
siuned reactions are applied at the intermediate supports, the 
beam being held as before at the outside reactions. If the beam 
is level the deflections caused by the first loading must be equal 
and be opposite to those produced by the second loading. Equat- 
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ing these values of the deflections at the several supports gives 
suflBicient data for the determination of the reactions and when 
these are known, a revised moment diagram for the actual beam 
is readily made. The solution is simplified by using the same 
pole distance for all the force or vector polygons, and using the 
same scale for the forces in all diagrams. An example will show 
the method in detail. 

A continuous beam, "Fig. 29 (a), carries three loads on four sup- 
ports. The loads are, AB = 1000 lbs. ; BC = 800 lbs. ; and CE = 
1400 lbs. The lengths of the spans beginning with that at A 
are 12 ft., 10 ft. and 8 ft. The loads are placed as shown. 

The curve of deflection Fig. 29 (e) is first foimd for a beam sup- 
ported at the ends and carrying the three loads, AB^ BC and CD, 
The force polygon Fig. 29 (c) is drawn, from which the bending 
moment diagram readily follows in Fig. 29 (b). This polygon 
Fig. 29 (b) is then divided into a number of small sections of 
uniform width, similar to the one cross-hatched. Since they 
have the same widths their areas may be represented by their 
middle ordinates, shown heavy in the cross-hatched section and 
marked 5. These middle ordinates may now be laid off in the 
vertical line of the vector polygon Fig. 29 (d). From this vector 
polygon the deflection curve Fig. 29 (e) is obtained in a manner 
similar to that used for the bending-moment diagram Fig. 29 (b). 

Under the support GF the deflection in Fig. 29 (e) scales 51, 
while under FE it scales 40. 

Now removing the loads AB^ BC and CD, assume a unit load 
GF applied below the beam and acting along the line of the 
reaction. As before construct a force polygon Fig. 29 (f), the 
equilibrium polygon of bending-moment diagram Fig. 29 (g) 
and finally the deflection curve Fig. 29 (1). In this polygon the 
deflections for the imit load at the lines of the reaction scale 27 
and 19. In the same way place a unit load at EF and draw the 
polygons /, k and w. The deflections over the reactions are 19 
and 18. The reactions will be some multiples of the unit loads 
applied. These unit loads may be any convenient one as i. 
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loo, 500 or locx^ lbs., depending upon the beam and its loading. 
If we call the reaction GF, p times the unit load and F£, q 
times the unit load, then the deflections due to GF will be 27 X ^ 
and 19 X pi respectively, while those due to FE will be 19 X j 
and 18 X q- Since the deflections at the points of support due 
to the reactions equal the deflections due to the loads we have 
in this problem, imder GF 

(27 X /^) + (19 X ?) = SI 
and under FE 

(19 X /») + (18 X ?) = 40. 

Solving, these equations give p = 1.26 and q = 0.92. The unit 
load at the reactions having been taken at 1000 poimds, the 
reactions become GF = 1.26 X 1000 = 1260 lbs., while FE = 
0.92 X 1000 = 920 lbs. 

The reaction AG may be found by taking moments about the 
right support ED, 

AC- (iQ<^X24)+(8ooXi5)+(i40oX4)~(92QX8)-(i26oXi§) 

30 
= 385 lbs. 

Since the sum of the reactions equals the sum of the loads the ' 
reaction ED equals (1000 + 800 + 1400) — (385 + 1260 + 920) 
= 63s lbs. 

It should be noted that the pole distances were all equal and 
the same scale of forces was used in all force polygons. When all 
the forces and reactions are known the bending moments may be 
found either graphically by constructing the force and equilib- 
rium polygons as usual, or the moment at any section may be 
foxmd by computing the moment of the forces acting on one side 
of the section. 
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CHAPTER III 
STRESSES IN STRUCTURES 

The application of force and equilibrium polygons to the 
determination of stresses in structures is fairly simple espe- 
cially if care is taken in properly marking the structure acted 
on by the external^ forces and the lines of the diagram as drawn. 

In the simple truss, Fig. 31, having located the forces at the 
several points, place a letter in each triangle of the truss and a 
letter between each pair of external forces. The truss being 





Fig. 31. 




Fig. 32. 



Fig. S3 



Fig. 35. 



symmetrical and symmetrically loaded the reactions will be equal 
and since the sum of the vertical forces must be zero each re- 
action must equal one-half the total load, hence the reaction is 
BC + CD + DP' + D'C + CB' 
2 

35 
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To assist the explanation, numbers have been placed at some 
of the points but this is not usually required. Considering the 
forces acting at apex i,AB and BC are known and the resultant 
of these is held in equilibrium by forces whose lines of action are 
CE and EA, The values of these two forces can, therefore, be 
foimd by drawing the force polygon of the four forces acting at 
point I. This has been done in Fig. 32. It is important to 
place the directions on these forces and then indicate these 
directions as acting to or from their point of application. This 
has been done at apex i. As soon as an arrow is placed at i 
on CE the arrow can be placed on CE at apex 2, since it must be . 
opposite in direction to the first arrow. Similarly, the arrow on 
EA can be placed at apex 3. Now considering the forces acting 
at apex 2, EC and CD are known and, therefore, the other two, 
DF and F£, being known in direction, can be found in magnitude 
as hi Fig. 33. 

Again taking the forces at apex 3, we now know EF and EA 
from which FG and GA can be found. This has been done in 
Fig. 34. In this manner, force polygons could be drawn for all 
the apices. 

Generally, instead of drawing these force polygons separately 
as just done, they are superimposed upon each other making a 
diagram. Fig. 35. Where the truss is symmetrical about a ver- 
tical axis through the center of its span and the corresponding 
loads on the two sides are equal, it is only necessary to make 
the portion of the diagram shown in full Unes. The other half 
is shown dotted and by rotation about AE could be super- 
imposed upon the full-line diagram. In this case, drawing this 
dotted diagram is unnecessary. 

Tension or Compression in the Member 

Where the forces acting upon the structure are indicated as 
shown, a piece having the arrows < — > shows that piece to be in 
compression, while — ><— indicates tension. 
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Note. — In analyzing stresses in this way the members at the apices 
are assumed as pin connected and the external forces of the pieces are indi- 
cated by the arrows as acting on the pin. That is, the forces acting on the 
pin and not the forces of the pin on the pieces are indicated by the arrows. 

Frequently trusses carry loads attached to the lower chords. 
The solution graphically follows the procedure just described. 

If the lower apex loads BC, CD, etc., are equal the reactions 
AB and AB' will be equal and each will be one-half the smn of 
the loads on the lower chord. Taking the forces at point i, we 
can lay off AB, knowing both its direction and magnitude, then 
laying off BF and FA parallel to the respective truss members 
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Fig. 36. 



Fig. 37. 



the stresses BF and FA become known in magnitude. Now 
going to point 2, since AF and AG will be parallel lines passing 
through a common point A they will coincide and their intercept 
on FG will be a point or its value is zero. Hence the stress in 
FG due to loads carried on the lower chord is zero. 

The points F and G will be coincident on Fig. 37. Now going 
to point 3, GF, FB and BC are known, hence CE and B.G are 
readily drawn and their magnitudes determined. 

The method of determining the direction of the forces is the 
same as previously explained and, as before, the members in the 
upper chord are shown to be in compression, those in the lower 
chord in tension. 

The vertical members, excepting LL\ will be in compression 
while the diagonal members are in tension. 

Moving Loads Carried under Trusses. — Not infrequently 
trolley or hoist runway tracks are carried by the lower chords 
of trusses. In this event the track is preferably fastened to the 
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lower chord at the apices of the triangles, and the load may come 
upon any apex. It will generally be easy under these circum- 
stances to make a diagram for the load under each apex in one- 
half the lower chord, and by comparing the diagrams, which are 
preferably made to the same scale, the maximum stress in any 
member due to any of the several positions of the load is readily 
found. A diagram made for one position of the load will illus- 
trate the method. 





Fig. 40. Fig. 42. 

The load is assumed at apex 3. The reactions AB and AB' must 
first be found. Draw the force polygon, Fig. 41, and the equi- 
librium polygon. Fig. 39. When the ray 3, in Fig. 41, is drawn 
parallel to the closing side of the equilibrium polygon. Fig. 39, 
the load BB' is divided into the two reactions. 

When it is required to find the reactions for all positions of the 
load, the work can be abridged by laying off the load BB' at the 
left reaction and taking any point Q in the other reaction and 
drawing BQ and B'Q] then the intercept a-a in the triangle under 
the load will be the left reaction for that position of the load. 
If BQ and B^Q are drawn parallel to the lower chord a-a will 
be the left reaction and a-b the right reaction. 

Note. — The student should prove the truth of this last diagram, using 
both algebraic and graphical demonstrations. 
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The wind load will be assumed normal to the left side of the 
roof and both ends of the truss will be fixed. 

The reactions AB and AB' will be parallel to the wind loads 
BC, CD, DE and EF. The sum of the reactions will equal the 
sum of the loads. The magnitude of the reactions can be found 
by the force and equilibrium polygons, Figs. 44 and 45. In 
Fig. 44, BB' is laid off parallel to the wind loads and equal to 
their sum. The resultant normal wind pressure on the roof 

Fig. 43. 




FlG. 45 



Fig. 46. 



equals the sum of the wind loads BC, CD, DE, EF and FB' and 
will act coincident with the force DE, Take any point p in the 
line of this resultant and through it draw the strings parallel to 
their respective rays i and 2 in Fig. 44. Then in Fig. 45 draw 
the closing line of the equilibrium polygon and in Fig. 44 draw 
ray 3 parallel to string 3 in Fig. 45. BB' will then be divided 
into two parts corresponding to the two reactions. Having found 
the two reactions the stress diagram follows naturally as in 
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Fig. 46. No difficulty is experienced until apex 3 is. reached. 
Here there are three forces known completely and three known 
in direction only. It is, therefore, impossible to determine the 
magnitude of the unknown forces unless more conditions are 
assumed. One solution of the problem is as follows. It can be 
shown that the forces acting in FLy LM and MA will be the 
same whether the truss is left as shown by the full lines JK and 
KLy or if these are removed and replaced by the member shown 
dotted, JL. 

Taking moments about point 5, cutting the truss as shown by 
the line and equating internal and external moments we have 

2 external moments = (force FL) X a. 

As the other two forces pass through point 5, their moments 
about 5 are zero.. Hence, the force in FL depends only upon the 
external moments and the lever arm a, and is consequently inde- 
pendent of the truss members to the left of the cut. In a simi- 
lar way stresses in LM and MA can be shown to be independent 
of truss members to the left of the cut. Having found the tem- 
porary forces acting at 3, when JK is removed complete the dia- 
gram for the forces at 5 and 6, then remove the dotted member /L 
and replace the full members LK and KJ. Now, taking the forces 
acting at 6, EF and FL are known completely; therefore, the 
magnitudes of EK and KL can be found. From here taking the 
forces at point 7 and then returning to point 3 all the forces act- 
ing in the left half of the truss become known. The diagram can 
be closed by finally taking the forces acting at the right reaction. 

The stresses due to the wind in the members H'G' to L'M in 
the right half of the truss will be seen to be zero. It is evident 
that for the wind acting on the right side of the truss, the mem- 
bers in the right half will be stressed the same as similar members 
in the left half when the wind acts as shown in Fig. 46; hence, 
redrawing the diagram is unnecessary. 

In trusses of long span it may be necessary to have one end 
free to allow for expansion; this may be done by allowing the 
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truss to rest upon a plate secured to the wall. The plate fastened 
to the lower chord of the truss has slotted holes which permit 
the truss to slide upon the wall plate by overcoming the friction 
between the plates. The friction may be greatly reduced by 
using rollers under the truss. The following example illustrates 
the method of determining the reactions and stresses due to wind 
loading when the truss is free at one end. The plates are placed 
at the right-hand end of the truss. The coefficient of friction is 
assumed as one-third; hence the tangent a = ^ or the inclination 





FZG. 48. 



Fig. 47. 



Fig. 49. 

is one in three. The line of action of the right reaction is, 
therefore, known. The first part of the problem requires the 
determination of the magnitude of the right reaction and of both 
the magnitude and the direction of the left reaction. It is 
known, however, that the left reaction must pass through point p 
of the truss. First draw the force polygon, Fig. 48. Through 
B' draw a line parallel to the right reaction. Take any pole O 
and draw the rays i, 2, 3 and 4. In Fig. 47, draw the cor- 
responding strings. 

Since the left reaction AB, the force BC and ray i are in equi- 
librium they must intersect in a common point in the equilibrium 
polygon; this must be point ^, the only point common to BC and 
the left reaction AB, Hence, through p draw a string parallel 
to ray i. From Fig. 48 the force BC is held in equilibrium by 
the strings i and 2; hence in Fig. 47 they must have a common 
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point. Through p draw also the string 2 parallel to ray 2. Force 
CD and rays 2 and 3 are in equilibrium and must pass through a 
common point in the equilibrium polygon, Fig. 47. From Fig. 48 
rays 4 and 5 hold reaction AB' m equilibrium and rays i and 5 
hold reaction AB ixi equilibrium; hence string 5 must pass 
through the point of intersection of string 4 with reaction AB' 
and it must also pass through the intersection of string i with 
reaction AB which is in point p. It is noticed that string i 
becomes merely a point in Fig. 47. This work would have been 
simplified by using a resultant wind pressure equal to BB'^ 
acting in the same line as CD in Fig. 47. 




Fig. 50, 




Fig. 52. 

The stress diagram is shown m Fig. 49, its method of construc- 
tion differing in no way from those previously described. It 
should be noted that the diagram is for the entire truss, the 
loading being unsymmetrical, and that the diagram checks if the 
force B'E' when drawn through the points B' and E' in Fig. 49 
is parallel to the line B'E' of the truss, Fig. 47. 

The diagram should be constructed for the wind on the free 
side and such construction is shown in Figs. 50 to 52. 

When rollers are used at the free end the reaction at that end 
is assumed vertical. 

It is shown, page 54, how the stresses may be obtained 
algebraically by the method of moments and how the moments 
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due to external loads may be found graphically. A combination 
of these two methods may be used thus: 

Figure 56 is the force polygon for the external loads, with pole 
and the rays drawn. From this the equilibrium polygon, 
Fig. 55, has been drawn. Now the bending moment at any 
section is the product of the intercept under that section in the 
equiKbrium polygon multiplied by the pole distance H. Hence 
to determine the stress in any member DF cut the truss at Z-Z 
and replace the cut members by the forces that would have to 
act in them to produce equilibrium. Now, if possible, take 



Fig. S3. 



Fig. 54, 





Fig. 55. 



Fig. 56. 



moments about a point common to all but one of these forces, in 
this case point i. Let a be the lever arm of the force DF about 
point I, then making the sum of the internal and external mo- 
ments zero we have 



from which 



(HXy) + (DF X a) = o, 



The Character of the Stress, whether tension or compression, 
can be determined as follows: 

Calling clockwise rotation positive and counterclockwise neg- 
ative find the character of the moment of the external forces 
H Xy. This is found to be positive. Since the sum of the 
iQtemal and external moments about a point is zero the moment 
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of the -internal forces must be of opposite character to the mo- 
ment of the external forces hence DF X a is negative and DF 
must act in the<opposite direction to that assumed. This makes 
DF in compression. 



Digitized by VjOOQ IC 



STRESSES IN STRUCTURES 45 

The determination of the dead-load and snow-load stresses in 
the truss of a bent presents no greater difficulties than that of a 
truss carried upon brick walls, as there are no stresses in the knee 
braces due to these loads. Where the wind load is carried by the 
columns and truss forming the bent the magnitude of the forces 
acting in the truss members and of the stresses acting in the 
colunm section vary greatly with the distance from the top of 
the column to the foot of the knee brace and with the manner 
of securing the column to the foundation. 

The wind upon the truss may be considered as either horizontal 
or normal but will here be assumed as normal. The colimins will 
first be considered as hinged top and bottom and then as fixed 
at the base and hinged at the top. In this latter case it can be 
shown that the point of contraflexure lies between the base of 
the colunm and the foot of the knee brace and between one- 
half and five-eighths of this distance from the base of the 
column. It is generally assumed as one-half for convenience, 
and this is sufficiently accurate. To expedite the determi- 
nation of the stresses the forces acting upon the column have 
been transferred to the truss through the extra truss mem- 
bers added temporarily to the columns. It should be noted 
that vertical sections can be taken through all members of 
the truss without cutting these added pieces, hence the stresses 
in these members will be independent of the stresses in the 
added pieces and the diagram drawn with their assistance will 
give the correct stresses in the permanent members of the 
truss. The wind load has been assumed as 20 lbs. per sq. ft., 
and the normal pressure has been estimated by the formula 

p 
Pn — — X -4 . The slope is i in 4, the angle being approximately 
45 

27 degrees. 

Pjsr = — X 27 = 12 lbs. 
45 
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The following dimensions have also been used: span 36 ft. o ins., 
panel widths 16 ft., base of column to lower chord of truss 14 ft., 
lower chord of truss to foot of knee brace 5 ft. o ins. 

In Case I the columns are hinged both top and bottom, while 
in Case II they are fixed at the base and hinged at the top. The 



Fto.6i. 




lettering has been made identical in both cases and, the scales 
being the same, the influence of the method of securing the 
columns upon the stresses in corresponding members can be seen 
at a glance by comparing the stresses in the stress diagrams, 
Figs, 59 and 62, The following explanation refers to Case I, but 
applies also to Case II. It is first necessary to estimate the apex 
wind loads on the sides and roof. On the side of the building 
the wind is assumed as acting at the base of the cohmm, the 
foQt of the knee brace and the top of the column. The normal 



Digitized by VjOOQ IC 



STRESSES IN STRUCTURES 47 

wind pressure on the roof has a resultant Wj^ equal to the sum 
of apex loads EF, FG, GH and HB'y and acting centrally with 
this side of the roof as shown. 

Similarly, the horizontal wind pressure Wh equals the total 
horizontal wind pressure between two bents, atid acts centrally 
upon the side of the building. Now these two wind forces acting 
on the building have a resultant acting through their point of 
intersection given in direction and magnitude in the force 
polygon, Fig. 58. Taking any point in this resultant Rw in 
Fig. 57, an equilibrium polygon can be drawn, since it is known 
that the resultants AB and AB' must pass through the column 
bases. In Case II these resultants pass through points in the 
columns midway between the base of the column and the foot 
of the knee brace. Having drawn the strings i, 2, and 3 in 
Fig. 57, draw the rays i and 2 in Fig. 58, and their point of 
intersection Q will be the desired pole. The usual assumption 
is that the colunms share the horizontal components of the wind 
forces equally. In Fig. 58 the horizontal component of the wind 
forces is BS, which has TU drawn perpendicular to it from its 
center. If, through the pole Q, ray 3 is drawn parallel to string 
3 in the equilibrium polygon in Fig. 57 it will cut TU at the point 
of intersection of the resultants AB and AB' acting at the 
colimm bases. In Case II these resultants act on- the columns 
midway between the bases and the knee braces. Having found 
the resultant wind forces acting on the columns the drawing 
of the stress diagram presents no unusual difficulties. To 
transfer the forces from the column bases to the truss members 
C/, //, JD, BT, /'/' and J'B' have been added. 

The stresses given by the diagram for the column AI, AI\ 
K'J' and KJ will not be the correct stresses for the actual 
structure, but the stresses of all other truss members including 
the knee braces are the desired ones. In the drawings of the 
truss the members in compression have been drawn heavy. 

MaTimnm Bending due to Moving Loads. — It has been 
shown, page 26, how the equilibrium polygon can be used to 
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determine the bending moments upon a beam. By a simple 
extension of the principles a diagram can be made showing the 
maximum bending that will occur along the beam as a system of 
moving loads passes over the span. 

The loads BC, CD, DE and EF in Fig. 63 are a constant dis- 
tance apart and roll across the girder ab. The several positions 
of the system of loads relative to the girder can either be shown 
by redrawing several additional positions of the loads or by 
redrawing the girder, moving the girder under the loads. The 




FlG. 64, 



latter method, being the easier, has been used and two additional 
positions of the girder c-d and e-f have been drawn. Fig. 64 is 
the force polygon for the four wheel-loads, a pole O was chosen 
and the rays i to 5 inclusive were drawn. 

Draw the equilibrium polygon for the several loads, the strings 
being drawn parallel to their respective rays. Strings i and 2 will 
intersect on the force BC, strings 2 and 3 will intersect on force 
CD, etc. Now draw the closing line of the first equilibrium poly- 
gon by drawing gh through the points of intersection of the ex- 
tended reactions AB and AF oi the girder. Then for the first^. 
position of the loading upon the girder the bending moment at any ) 
point on the girder will be the product of the intercept measured ( 
in feet to the scale of the span by the pole distance H measured [ 
by the scale of forces. In the same way move the girder to the' 
second position c-4 and locate the closing line of the second equi- 
librium polygon in the line io. Proceed in this way until the loads 
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have been rolled across the girder. It now remains to compare the 
bending moments at definite points on the girder for the several 
positions of the loads. Suppose it is desired to know the maxi- 
mimi bending moments at p intervals across the girder, one would 
begin by comparing the intercepts in the several equilibrium 
polygons a horizontal distance p from the left end. Several of 
these ordinatesyi, kl and mn have been drawn. The comparison 
may be assisted by drawing a curve through the points of inter- 
section of these ordinates with the closing lines of their respective 
equilibrium polygons. 

This is shown by the curves RR and SS. 

The intercepts between the curves RR and SS and the broken 
line of the equilibrium polygon will give the bending moments 
exactly only at the vertexes of the equilibrium polygons; there- 
fore, when the maximum appears to be between vertexes, the 
ordinate should be checked by drawing an equilibrium polygon 
with the loads in a position to bring a vertex at the desired point. 

Diagram of Maximum Live-load Shears. — This will be ex- 
plained by a loading somewhat resembling the usual locomotive 
and train load. 

In making the diagram of maximum shears, Fig. 66, lay off 
the forces 5C, CD, etc., and take a pole distance OB equal to 
the girder span. Draw the rays i to 10 and beginning at O 
draw the strings i to 10 parallel to their respective rays and in ac- 
cordance with the usual method, i.e., CD in the force polygon is 
held in equilibrium by rays 2 and 3; hence, in the equilibrium 
polygon, strings 2 and 3 must intersect force CD in a common 
point. The side of the equilibrium polygon under the uniform 
load is a parabola and can be drawn tangent to the broken line. 
To understand the theory of the diagram draw the closing line OA , 
string 1 1 , of the equilibrium polygon ; this is also ray 1 1 of the force 
polygon and divides the line of the forces B-H into the reactions. 
B-A is the left reaction when the load BC is over the left support 
with the other loads as shown. Suppose the loads moved to the 
right a distance a or the same relative position of the loads 
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and girder is more readily obtained by moving the span a dis- 
tance a to the left as designated by position 2. The closing 
line in this case is string 12 and the reaction is MN. As the 
loads travel to the right the shears under load BC can be obtained 
by measuring from point B the distance the load BC is to the right 
of the left reaction and at this point measuring the ordinate from 

OB to the broken line 2,3 to 10 of the equihbrimn polygon. 

This of course must be measured by the same scale as that to which 
the forces are laid oflF. When the usual locomotive wheel loads are 

Fig. 65. 



c D I E I F 




Fig. 66. 

preceded by a much lighter pilot wheel there may be a question 
as to whether the greatest shear at any section occurs when the 
pilot wheel, load 5C, is at the section or the first driver, load 
CD, is there. In Fig. 66, measure the span marked position 3, 
produce string 2 imtil it cuts PQ, the line of the right reaction. 
From the point where string 2 cuts BE draw a heavy horizontal 
line to the left. To find the maximiun shear a distance b from 
the left support draw the intercept c-d, a distance b from the line 
QP\ this will be the shear when the load CD is at the distance b 
from the left support. Compare c-d with the intercept e-f drawn 
between the broken line of the equilibrium polygon and the 
horizontal line OB and at the distance b from the line of forces 



i 
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HB. In this way the maximiim shear may be found for any 
point. 

This method is applicable to the determination of the maximum 
stresses in truss members as well as in plate girders. 

The following illustrates the method applied to the determi-^ 
nation of the stresses in a Pratt truss. 




Example. — The Pratt truss, Fig. 67, spans 150 ft. It has 
6 panels and height of 30 ft. The loading is Cooper's E-60; see 
page 71, under Influence diagrams, for this loading. 

Find the stresses in BC, be and diagonal 6C, locating the 
positions of loads for maximum stress and shear by influence 
diagrams and using equilibrium diagrams for determining the 
maximum bending moments and shears. 
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CHAPTER IV 

ALGEBRAIC DETERMINATION OF STRESSES 

The conditions of equiKbrium used in the determination of 
stresses are: 

1. Sum of the horizontal forces = o. 

2. Sum of the vertical forces = o. 

3. Sum of the moments of the forces about any point = o. 
The stresses in the members cut by the section a-a can be 

replaced by forces Fi, F2 and F3, equal to the respective stresses 




Fig. 69. 



in these members. These forces Fi, F2 and Fz hold the portion 
of the truss to the left of the section, Fig. 68, in equilibrium and 
the stresses in the members may be determined by using con- 
ditions I, 2 and 3. 

Referring to conditions i and 2, they should be understood to 
mean that the sum of the components along any line must 
= o, and the siun of the components along a line at right angles 
to the first line must = o. 

Frequently the work may be abridged by using the more gen- 
eral scheme. Forces and components acting to the right or up- 
wards are positive, those acting to the left or down are negative. 
Clockwise moments are positive; counterclockwise moments are 

52 
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negative. To find the stresses in CE and EA in Fig. 70, cut 
the truss at a-a, then, by condition 2, 

(AB -BC) + CEsiaa = o, 

C£ = - {AB - BC) cosec a, 

also '-CEcosa + AE = o or AE = CEcosa; 

here i4£ is plus, acts to the right and produces tension. 





fB' b] 

Fig. 70. 

In a similar way to find the stress in DF or FE, cut the truss in 
section b-b. Considering the vertical components we have 

{AB -BC -CD) - DF'sina + EFsmfi = 0. 

Now considering the horizontal components 

+ EA - DF cos a - EF cos p = o. 

The solution of these equations will give 
the stresses DF and EF. The forces 
acting at a point may also be treated j 
by this method. Considering the forces b 
acting at point i in Fig. 72, and using 
condition 2 we have 

{AB-BC) -C£sina = o 

sma 

The force CE acts down towards point i. AE — CE cos a — o; 
AEj being plus, acts towards the right. The direction and char- 
acter of the forces can be checked by drawing the force polygon 
for the forces at the point. 




Fig. 72. 
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Method of Moicents 

The stresses in framed structures can be determined alge- 
braically by placing the sum of the external and internal moments 
equal to zero. 

To determine the stress in any member cut the truss by a 
section passing through the member whose stress is desired. 
Taking the portion of the truss to the left of the section replace 
the members by forces acting to the right of the section as shown 
in Fig. 74. Now select some point about which to take moments. 
If possible, take a point through which all the cut members pass, 
excepting the member whose stress is desired. In the example 




Fig. 73. 



Fig. 74. 



given, members FG and GA pass through point 3 so that moments 
will be taken about point 3. To determine the direction of the 
force acting in the member assume that it acts away from the cut 
section or to the right and that the piece is in tension. If the 
solution gives a plus value the assumption was correct; if the 
value is minus the piece is in compression. As before clockwise 
moments are positive, while counterclockwise moments are 
negative. 
Taking moments about point 3 in Figs. 73 and 74, we have 
Moments of external forces + moments of internal forces - o. 

[{AB - BC) b] - [CD X {b-d)] + DFXe = o, 

^p -[{AB ^ BC)b] + [CD X{b ^ d)\ 
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The quantity (AB - BC) 6 will be much greater than CD (b - d) 
and DF will, therefore, be negative, and consequently the piece 
DF will be in compression instead of in tension as assmned. 

To determine the stress in FG take moments about point i, 
then 

(CZ?Xd)~(FCxy)=o, 



FG = 



CDXd 

f 



The value of FG, being plus, agrees with the assimiption and the 
member is in tension. 




Fig. 77. 



In dealing with bridge trusses with parallel chords an abridg- 
ment of the method of resolution of forces is possible. 

In Fig. 76 it should be noted that all the stresses are multiples 
of one of the sides of the small triangle ETB, thus F-D = 
3 . T-B; E-F = 3 . E-T and E-D = 3 • E-B. E-D is the ver- 
tical shear in panel /?, E-C that in panel C, and E-B that in 
panel B. E-B = load W. 
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Expressed in terms of the apex loads W and the angle B, E-T 
= W •seed and T-B = W • tang d, hence: 



Member. 


Stress. 


Member. 


Stress. 


E-F and f-G 

G-H and H-/ 

/-/ and J-K 

K-L 


3PVsec« 

iPl^secd 
oPTsec^ 


F-D 

E-G 

H-C 

I-E 

B-J 

K-E 


3Wtang(? 

6Trtang« 

SFFtangtf 

loPl^tangd 

iiPl^tang^ 




12 PF tang 9 







It is seen that the coefficients of the diagonals are the coeffi- 
cients of the shears in their panels, thus the shear in panel D 
is 3 • PT, hence 3 is the coefficient on E~F and F-G, being — for 
compression members and + for tension pieces. In the same 
way the shear in panel C is 2 • PT, hence the coefficient is 2 for 
diagonals G-H and H-I. 

The next point to be noted is that the sum of the coefficients 
of the members cut by the sections a-a, b-b and c-c must in each 
case be zero. Section a-a cuts members E-F and F-D\ the 
coefficients then are — 3 + 3=0. At section b-b the coefficients 
of D-F and F-G are each + 3, Now if the coefficient of E-G is x, 

then +3+3+^ = o> 

hence x = — 6. 

In this way all the coefficients can be found and stresses com- 
puted by multiplying these coefficients by IT • sec ^ for diagonal 
members or by IT • tang B for horizontal chords. 

Live Loads. — To analyze the influence of live loads at the 
several apexes of the lower chord, construct Fig. 77. With the 
load at apex 3, the left reaction is f P, the right reaction \ P. 
The coefficients of the web members to the left of the load, apex 3, 
are f while those to the right are — ^. 

In the same manner from Fig. 78, which is the stress diagram 
for the load P at apex 5, it is seen that the coefficients of the 
web members to the left of apex 5 are f while to the right the 
coefficients are — ^. 
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It will be seen that for maximiim chord stresses the truss should 
be fully loaded, while for mininium chord stresses there should be 
no live load on the truss. In this type of truss all loads on upper 
or lower chords produce tension in the lower chord members and 
compression in the upper chord members. 

The maximum web stress will be produced when the longer 
segment from that panel to a pier is fully loaded. The minimum 
web stresses will be created when the shorter segment from panel 
to pier is fully loaded. 

Pratt Truss 

The analysis of the stresses in a Pratt truss can be done by the 
method of coefficients in the same way as the Warren truss just 
described. If, as is sometimes done, parts of the dead loads are 
assumed as applied at the apexes of the upper chord the only 
members whose stresses will be affected are the vertical ones. 
To find the shear in these verticals cut the truss diagonally 
through the vertical member whose stress is desired and equate 
the shears. (See Fig. 83.) 

/-/ = {C-D) - {C~B) - {B-A) - {D-E). 

Had there been no loads upon the upper chords, as in Figs. 
81 and 82, then 

/-/ = {C-D) - {C-B) - {B-A). 

The maximum chord stresses are equal to the sum of the dead- 
and live-load chord stresses, while the minimum chord stresses 
are those due to the dead load only. The maximum and mini- 
mum web stresses are found by adding algebraically the corre- 
sponding live- and dead-load stresses. 

Since in this truss the diagonals can take only tension the 
necessity for counter diagonals to care for stresses due to un- 
symmetrical live loading should be noted. The stress in the 
counter is the same as the compression would have been in the 
piece for which it acts. 
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Warren Truss 

Problem. — Find the dead-load stresses by the method of 
coefiBicients in the following deck Warren truss, Fig. 84. Span 
100 ft. Load at apexes on the upper chord, 12,000 lbs. 

The secant of 45 degrees is 1.414. Tangent of 45 degrees is i. 

Shear in panel C = 3.5 X IT = 42,000 lbs. 

Shear in panel D = 42,000 ~ 12,000 » 30,000 lbs. 

Shear in panel E = 42,000 — 12,000 — 12,000 =■ 18,000 lbs. 

Shear in panel F — 42,000 — 12,000 — 12,000 — 12,000 = 6000 lbs. 

Stress in £rG =—3! FT seed =— 3.5 X 12,000 X i. 414 -— S9,40o U». 

Stress in £r/ — + 2^Wsdc$ = -|- 2.5 X 12,000 X 1.414 = -|- 42,400 lbs. 

Stress in JK = — ij ITsecd =« — 1.5 X 12,000 X 1.414 = — 25,500 lbs. 

Stress in ATL =+ iWsec$ =+0.5X12,000X1.414-+ 8,500 lbs. 

Stress in JJil = +3.5 IT tangd = +3.5 X 12,000 X i =+42,000 lbs. 

Stress in KA - + 7.5 FFtangtf =" + 7-5 X 12,000 X i = + 90,000 lbs. 

Stress in />/ and £/ = - 6 fF tang^ = - 6 X 12,000 X i = — 72,000 lbs. 

Stress in FL = -SfFtangd- -8X12,000X1 - -96,000 lbs. 

Stress in CG = o 

Stress in G^ » - 6000 lbs. 
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CHAPTER V 
INFLUENCE DIAGRAMS 

When a system of concentrated loads moves across a girder or 
a trussed bridge the maximmn moment or shear at a section, or 
stress in a given member, will be produced by a certain position 
of the system of loads relative to that section or member. 

Influence lines are used to determine this position of the loads 
producing maximum moments, shears or stresses. 

Influence Diagrams. — An influence diagram shows the varia- 
tion of the effect at any particular point, or in any particular 
member, of a system of loads moving over the structure. In- 
fluence diagrams are commonly drawn for a load of unity. The 
moments, shears, or stresses for any system of loads can be com- 
puted from the intercepts in this diagram by multiplying them 
by the given loads. 

Influence diagrams to find the position of loading to give maxi- 
mum moment at a given point in a beam or girder or at a given 
joint on the loaded chord of a truss. 

In Fig. 85, 

2P1 is the resultant of moving loads to the left of point 3. 
SP2 is the resultant of moving loads to the right of point 3. 

To construct the influence diagram. Fig. 86, for the bending 
moment at 3, compute the bending at 3 due to a imit load at 
this point 

R^^LXjlzill and M = ^^^. 

If p is laid off on the left reaction and (S — p) upon the right 
reaction and their extremities are joined to the ends of the hori- 

6x 
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zontal line eahyba SLadfe then the vertical intercept cd represents 
^ — z^^ for, let this intercept cd hex then by similar triangles 

eab and doc, - = — ^r^ 

P ^ 

triangles dec and aef. 

X 



= i t)? and similarly for the 

•J 



^t or x^^^'f^f. 
S-p s s 



Fig. 85. 




Fig. 86. 

To find the moment at a given point 3, due to a system of moving 
loads, multiply the intercept under each load by that load and 
take the sum of these products. From Fig. 86 

M = SPiyi + 2P2y2. 

Now move the system of loads a small distance dx to the left, 
allowing no load, however, to pass on or off the span or across 
the given point 3. Then for the new position 

M + dM = SPi (yi + dyi) + XP2 (y^ + dy^ . 

Subtracting the preceding equation from this we have 

dM =-- SPi dyi + XP2 dyt. 
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Now examining for Tnaximum bending by placing this equation 
= o, we have 

liPidyi^ XP2dy2. (i) 

By similar triangles 

dx S '''''^ dx S' 
from which 

dyt p 

Substituting this value in equation (i) 

SPi (5 - /») = SPip; 



hence 

from which 
or 



2Pi5 - XPip = ZPtp, 

XPiS = SiPi + P,)p 

Pi ^ 2(Pt+P») 
P s 

This may be expressed by stating that the maxunum bending 
will occur at a section when the average load to the left of the 
section equals the average load on the entire span. 

The influence diagram to find the position of the loading to give 
a maximum moment at a given joint on the unloaded chord of a 
truss, having either parallel or inclined chords, may be found in a 
similar way. 

Figures 87 and 88 are drawn for joint 4 on upper chord. 

If the system of load^ is moved a distance dx to the left the 
rate of change in the bending moment is 

^ = - SPidyi - IlP^dyt + ZPzdyz' (i) 

rr u . dM 

To be a maximiun -1— = o. 
dx 
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But by the geometry of the construction 



dyi __ S - p . dyz ^ p 
dx S ' dx S 



and ^==^-A^. 
dx cS 



Fig. 87. 




Fig. 88. 

These values substituted in equation (i) give the position for 
maximum moment at joint 4. 

s p 

Maximum Shear 

Reactions and Shears. — By definition, shear is the algebraic 

siun of the vertical forces to the left of the section. When the 

unit load has moved a distance x to the left of the right support, 

^ X I 
Fig. 90, the shear to the left of the load is — z — , and since this 

value under the load is reduced by unity the shear to the right 

of the load is — = — X i. 
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The shear under the load for any position is given by the inter- 
cept in the triangle. For a system of loads the shear to the left 



^ 




Fig. 89. 



FlG. 90. 



of the first load is the sum of the products of the several intercepts 
in the triangle by their respective loads. In the case illustrated, 
Fig. 91, the left reaction or shear to the left of load i is 

Ri = Piyi + P2y2 + Pzyz + PaJa + P^yt.. 



(^ (^(?)^(?) 




Fig. 91. 



If the entire system of loads is moved to the left a distance x, 
but no loads enter or leave the span, R increases an amount 

(Pi + P2 + Pa + P4 + ^6) |> 

making the reaction 



R^ 



SPy +SPy- 
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Maximum Shear at any Point 



The vertical shear at a section a distance x from the left 
reaction, Fig. 92, is Fa^ = ^Py. 

Under the load Pi this is reduced by the amount Pi making 
the shear to the right of Pi, 1^2 = 2 Py — Pi. If the loads are 
moved to the left until P% is at section x from the left reaction the 



^ (^(^(^j) 




Fig. 92. 



shears, providing the same loads only are now on the span, will 
have increased an amount ^Pjy making 

V^ = 2Py - Pi + 2P|. 

Comparing Vx, and F,, it is seen that V^ will be the greater so 
long as 

„ ^ ZPb Pi ^ XP 

Under these circumstances the shear at x will be a maximum with 
p 

Pi at X when -7^ exceeds the sum of all the loads on the span 


P XP 
divided by that span. If -7^ = -7- the shears will be the same 

L 

P 2P 

at X with either Pi or P2 at that point, while if 7^ < -7- the 

L 

maximum shear will occur with P2 at x. 
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Had another load Pe come on the span, Fig. 93, the increase 
in shear, after the load Pi had passed x and advanced a distance 
b to the left of it, would be 

b . Pe-C 



- Pi + SP] 



1-6" 



'L • L 

Here SPi«6 represents the sum of the loads Pi to Ps inclusive, but 
not the load Pe just assimied as coming on the span, while 
2Pi«6 is the simi of the loads from Pi to Pe inclusive. The dis- 



5^ ^ p. p P 



n 



■k — X > l < 6 — ♦- 



Fig. 93. 

tance c can only range in value from zero to c = J, hence the 
increase in shear will be somewhere between 



2Pi_6--Pi 



and 



SPi^£-Pi. 



Where the first expression is negative and the latter positive 
both positions of the drivers should be tried. 
Load Pi at section x will give a maximum shear when 
Pi^SPi^ 

b ^ L 

and load Pi will give a maximum shear when 

Pi ^ SPi,6 

b ^ L ' 

In the case of a imiform load the vertical shear at x is a maxi- 
mum when the portion of the span to the right of x is fully loaded, 
while the shear will be a minimum when the portion to the left 
of X is fully loaded. 

Position of a sy stein of moving loads to give a maximum shear in 
any panel of a truss with parallel or inclined chords. 
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In Figs. 94 and 95, 
ZPi is the sum of the loads to the left of the panel. 
XP2 is the sum of the loads on the panel, here panel 2-3. 
XPz is the sum of the loads to the right of the panel. 
m is the number of panels to the left of panel 2-3. 
n is the number of panels in the truss. 
p is the length of a panel. 

Fig. 94. 




t — u 




Fig. 95. 

The influence lines for loads of unity ab and cd are drawn as 
for shear in a beam or girder. When point 3 is reached the in- 
tercept in the triangle abc is 

e/ = 4. 1 X ^n - ;» - i) ^ 
n 

Now as the load moves across panel 2-3 the shear is reduced 
gradually until when point 2 is reached the unit load is deducted 
making the shear 



ft — Pt fit 

n n 



The influence diagram for the shear in panel 2-3 is given by the 
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broken line chea. The maximum positive shear in panel 2-3 is 

V - DPsys + ^Piyi - SPiyi. 
Moving the loads a small distance dx to the left, no load passing 
a panel point or end reaction, the shear becomes 

V + dV ^ XPziyz + dyz) + 2,Pt{yt - dy^) - ^Piiyi - dy^), 
By subtraction 

dV = ZPs^iya - J^P^dyt + ^Pidyi. (i) 

Comparing the differential triangles with the similar triangles 
cghy hegf and fea, we have 

^i^^J.; ^=.?LZLi and ^»==i. 
dx np dx np dx np 

dV 
Now dividing equation (i) by da; and putting -r- = o, to ex- 
ox 

amine for a maximum, we have 

dx np np np 

and 

n 

This states that the vertical shear in any panel will be a maximum 
when the load in that panel equals the average panel load for the 
span. It is necessary that a load near the head of the train be 
at the panel point to the right of the panel in which the shear is 
sought. 

Maxdium Floor-beam Reaction 

Figure 96 shows two panels pi and pz with floor beams a, b and 
c and accompanjdng stringers. To find the maximum floor- 
beam reaction at b construct the influence diagram. Fig. 96, 
making its ordinate at ef equal one. Let XPi be the sum of the 
loads in panel pi and 2^2 the same for panel p2, then for a maxi- 
mum floor-beam load — - = — ^-- . Fig. 97 is the influence 

pi p\ + p2 

line for the bending moment at b. 
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Ordinates y and yi similarly located in Figs. 96 and 97 will be 
to each other as the corresponding intercepts ef and hi or 

yi Pip2 
hence 



Plp2 



yi' 





Fig. 96. 

To find the maximum floor-beam reaction determine the maxi- 
mum bending moment on a beam whose span isl = pi + piSXBi 
distance pi from the left support a, and multiply it by the sum of 
the panels pi and p2 and divide this by the product of Pi and p^; 
generally pi = pi, so that the maximum reaction will ordinarily 
equal twice the maximum bending moment divided by the panel 
width. 




Fig. 98. 

When the stresses are determined by calculation, advantage is 
taken of the following principles in computing. 

The moment due to the loads about the section under Pj in 
Fig. 98 is 

Ml = Pixi + P2X2 + F2XZ + Pi^i + PfiXfi. 
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If the moment is desired under Pe, -Pe being a distance c from P^ 
then 

In the second instance if XP is the sum of all the loads on the 
span to the left of Pe, then 

3/2 = 3/1 + SP Xc. 

In this way, starting at the head of the train, the moments of the 
loads to the left about a point under each successive load are 
calculated and noted. Having placed the loads in the position 
to give maximum bending at the point to be investigated, first 
find the reaction to the left of Ri and then the bending moment 
at the point desired. 

If M3 is the bending due to loads Pi to P% about the section 
under P7 the bending moment about R2 of loads Pi to P7, inclu- 
sive, will be 

3f4 = 3f3 + 2(Pi-P7)e 

and the reaction is 

where S is the span. 
The bending moment at a section under Ps then is 
3f = Pi/ - 3f 1. 

The work of calculating stresses due to moving locomotive and 
train loads is facilitated by the use of the following table which 
has been computed in the manner just described for Cooper's 
E-^o loading. 

In this moment table the consecutive wheel loads are numbered 
from the left to the right, and the distances given between 
adjacent wheels, the sum of the distances from the train load 
to each wheel and the sum of the loads from load 18 to and 
including each wheel load are also given. In the body of the 
table above the heavy zigzag line are given the moments of all 
loads between the heavy vertical line at the right of the horizontal 
row of moments and any wheel load to the left, about the vertical 
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line. Thus the moment of loads from 8 to 18 inclusive about 
the vertical line marling the beginning of the uniform train 
load is 8,785,500 ft. lbs. (Both pounds and foot pounds are 
expressed in thousands.) 

Below the heavy zigzag line are given the moments of the loads 
to the right of the heavy vertical line in that row; thus the 
moment of the loads 9 to 15, inclusive, about load 9 is 3,720,000 
ft. lbs. Below the body of the table are given the sum of the 
distances from wheel i to the several wheel loads, and also the 
sum of the loads from load i to any other load including both 
this latter load and load i. 

A simple example will illustrate one use of this table. In a 
girder whose span is 80 ft. what is the left reaction when load i 
is over that support? 

Wheel 14 being 79 ft. from wheel i when i is on the left pier, 
14 will be I ft. from the right pier. The moment of wheels i 
to 14 about wheel i is 14,400,000 ft. lbs., read below the zigzag 
line*. 

The right reaction is this moment divided by the span or 

' = 180,000 lbs. The left reaction is the sum of the 

80 

loads on the span minus the right reaction or 348,000 — 180,000 

= 168,000. The reaction can also be determined by using the 

moments above the zigzag line. The motnent of the loads from 

I to 14 is 13,092,000 ft. lbs., but load 14 being i ft. from the 

right pier the moment of the loads as placed upon the girder 

about the right pier is 13,092,000 + the sum of the loads from 

I to 14 midtiplied by i ft. 

M = 13,092,000 + (348,000 X i) = 13,440,000 ft. lbs. 

The left reaction is 

13,440,000 ^o „ 
^^ — = 168,000 lbs., 
80 

the same as found before. 
The use of this table and of the rules just derived by means 
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of the influence diagrams will be illustrated by the following 
problem. 

A through Pratt truss, Fig. 99, carries a train load represented 
by Cooper's E-60 loading. Find the stresses in the members 
of the second panel from the left pier. 

To find the maximmn stress in member EI determine the 
maximum bending at apex 4. The criterion for maximum 
bending at a point in a truss is that the average load to the left 
of the point shall be equal to or less than the average load on 
the entire span. 

"A — 




Trying load 7 at apex 4: 

( Panel load to left not } * 1 1 j 1. • j 

I . , ,. , , > ^ Average panel load on bndge. 

( including load 7 ) 

103,000 344,000 „ 

-^ 51,500 = ^^: = 57,330 lbs. 

2 

Trying load 8 at apex 4: 



116,000 



= 58,000; 24^ == 57,330 lbs. 



To find reaction at the left, take moments of loads about right 
support. When load 7 is at apex 4, which is 50 ft. from the left 
pier, load 21 will be the last one on the bridge and it will be 3 ft. 
from the right pier. The moment about the right pier then is 

M = 24,064,000 + (344,000 X 3) = 25,096,000 ft. lbs., 
from which the reaction at the left is 

25,026£oo ^ j^^ 

150 
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The bending moment imder apex 4 is 

M = ( ^5.096,°°° X 5o \ _ ^^^^^^^ ^ 6,210,330 ft. lbs. 

Here 2,155,000 is the bending due to loads i to 6, inclusive, 
about load 7. 

The stress in member EI is 

^^^^2^ = 207,110 lbs. 

Stress in number HI. To detennine the live load stresses in 
EI, first find the maximum shear in panel 3-4. For the shear in 
any panel to be a maximum the load in that panel must be equal 
to or less than the average panel load on the bridge. 



Load inpemel. 



Average load in panel. 



Load 4 at apex 4. 
Load 5 at apex 4. 



Lbs. 
50,000 
70,000 



Lbs. 
304,000/6 = 50,670 
304,000/6 = 50,670 



The maximum shear in panel 3-4 occurs with wheel 4 at apex 4. 
To find the reaction under these conditions when load 19 is 4 ft. 
to the left of the right pier we have 

17,784,000 + (304,000 X 4) = 19,000,000 ft. lbs. 

Reaction = -^ '- = 126,670 lbs. 

ISO 

The reaction at 3 due to loads in panel 3-4 is 

^ _ moments of loads 1-4 about 4 

25 

^ 480,000 „ 

R = - — • =» 19,200 lbs. 

25 

Maximum shear panel 3-4 = 126,670 — 19,200 = 107,470 lbs. 
If tried for load 3 at apex 4, the maximum shear will be foimd to 
be the same. 
Using this shear the live-load stress in EI is foimd to be 

EI = 107,470 X 22:^ = 139,890 lbs. 
30 
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CHAPTER VI 
TENSION, COMPRESSION PIECES AND BEAMS 

Designing any piece of a structure requires the determination 
• of the resisting forces called forth in it to balance the external 
forces acting upon it. In the case of a purely tension piece this 
requires that the minimum or net section multiplied by the 
allowable working fiber stress shall not exceed the total force 
acting in the piece. 

Compression pieces whose lengths do not exceed five times their 
least diameter can be designed by assuming the total load equal 
to the allowable working fiber stress in compression times the 
area of the minimimi section. In both cases care should be taken 
to have the load distributed over the section as improper applica- 
tion of the external forces to the piece may result in introducing 
bending or injurious local concentrations of stress in it. 

Beams 

Upon the following fimdamental conditions of static equilib- 
rium determinations of the required forces or moments acting 
on or in the piece are made. This applies whether the deter- 
minations are made algebraically or graphically. 

The simi of all the vertical forces = o. 

The simi of all the horizontal forces = o. 

The simi of the moments of all forces about any point = o. 

Reactions. — In a beam acted on by several vertical forces 
the sum of the reactions or forces at the supports must equal 
the simi of the loads, and the algebraic simi of the moments 
of all forces and reactions referred to any pomt must be zero. 
In Fig. loo 

Pl+P2+P,^Rl+R2. (i) 

76 
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Taking moments about any point in the reaction R2 we have 

M = Piai + Pi(h + Pzaz = Ril = o. (2) 

The solution of equation (2) gives Ri. Rz will be given by sub- 
stitution in equation (i). 

Vertical Shear. — The vertical shear at any section is the 
algebraic simi of all the external forces on the left of that section. 
Thus a shear diagram of the beam is shown by Fig. loi. 

At the left support the vertical shear equals the reaction i?i, 
and this value of the shear continues toward the right imtil 
under the load Pz the shear becomes Ri — Pz; similarly, imder 
P2 the vertical shear is Ri — (P3 + ^^2) and under Pi the shear 
isiJi- (P3 + P2 + P1) = -R%. 




! H r- 



^ 



Fig. 1 01. 



Fig. 102. 



Bending Moment — The bending moment at any section is 
the algebraic sum of the moments of the external forces on the 
left of that section referred to a point in that section. In the 
beam, Fig. 102, the bending at the section ab is 

JIf = i?ic - Pze - Pid. 

Where rolled beams are used generally only the maximimi bend- 
ing is required; this will occur where the vertical shear passes 
through zero. (See any book on Mechanics of Materials for 
the proof of this.) In the case illustrated in Fig. loi, the maxi- 
miun bending occurs under load P2. Having found the maximum 
bending moment, if the beam is supported laterally, the proper 
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section can usually be selected from a manufacturer's handbook. 
In building construction beams will commonly be supported 
laterally by flooring, roofing or bracing. 

The external bending moment induces an equal and opposite 
moment in the material of the beam called a resisting moment. 
This is expressed by equation 

e 
where 
M = the external bending moment at a given section. 

•^ = the resisting moment at the same section. 

/ = the extreme unit fiber stress, generally pounds per square 

inch. ♦ 

/ = the moment of inertia of the beam section, in inches. 
e = the distance from the neutral axis to the extreme fibers 

in inches. 

The expression - depends entirely upon the form of the beam 
e 

section and is sometimes called the section modulus. 

An example will illustrate the selection of a floor beam. A 
floor beam with a span of 12 ft. is to carry a imiform load of 
14,400 lbs. Select a suitable beam allowing a working fiber 
stress of 16,000 lbs. per sq. in. 

The maximum bending for a supported beam with a uniform 

Wl 
load is M = -r- , where W is the total uniform load in pounds 

o 

and / is the length of the span in inches. 

Substituting the given values in this formula we have 

,, 14AOO X (12 X 12) . „ 

M = -^^^ ^^ ^ = 259,200 m. lbs. 

o 

The handbooks usually tabulate the values of - of their sections. 

e 

* For the derivation of this formula see any book on " Mechanics of Materials." 
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/ M 

By transposition of the previously given equation - = -7 , then 

^ / 

by substitution 

/ 250,200 , 
- = -^ — = 16.2. 
e 16,000 

The lightest weight standard I beam providing a sufficient sec- 
tion modulus is a 9-in. I beam, weighing 21 lbs. per ft. Its 
section modulus is 18.9. 

Standard lYaznizig 




A = 



Fig. 103. 

Not infrequently the beam must not only be amply strong 
but it must not deflect excessively under load. When plastered 
ceilings are carried under the beams this deflection is limited to 
-^^ of the span. The formula for the deflection at the middle 
of a supported beam carrying a imif orm load is 

— -J QJ. / _ 12 

3845/ 384JEXA 

For steel E = 30,000,000 lbs. per sq. in. 

If the deflection is A = -^r- = -~ = - in., 
360 360 s 

the limiting inertia then will be 

/ ^ 5^^^ = 5 X 14,400 X 144* ^ , 
384JE X A 384 X 30,000,000 X I '' 

It is, therefore, evident that the 9-in. I beam weighing 21 lbs. 
per ft demanded for strength will be amply stiff, its inertia 
being 84.9 or almost twice the inertia required for stiffness. 
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In framing beams into girders, beams or columns each manu- 
facturer has a standard framing. This framing is designed for 
the shortest span and consequently the greatest load for which 
the beam is likely to be used. 




I vk==2H' 






WulO* 






t.L*s«'x4'x ig'xoV 

wuuat 
Fig. 104. 



WLvm 



f-L't e'x i\ yffx 8* for •Vt. 8" 




•-L'.a'xi'xjjfxoV 



The standard framing, Fig. 104, should not be used for spans 
less than the following: 



/. 


Lb. Span, 
ft. 


1 


Lb. span. 


/. 


Lb. Span, 


/. 


Lb. Span, 


24 
20 

JO 

18 


80.0-22.0 
80.0-22.0 
65.0-18.0 
55.0-14.0 


15 
IS 

15 

12 
12 


80.0-20.0 
60.0-15.5 
42.0-II.O 
40.0-II.5 
31.5- 90 


10 

9 
8 

• 7 


25.0-9.0 
21.0-7.0 
18.0-5.5 
15.0-4.0 


6 
5 
4 
3 


12.25-6.0 
9- 75-4.0 
75 -3.0 
5.5 -2.0 



All rivets in standard framing are f in. in diameter. 
As this goes to press the American Bridge Company, in their 
specifications for steel structures, publishes a revised standard 
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for framing, in which aU beams use 4 in. X 4-in. angles from 27 
ins. to 12 ins. inclusive; smaUer beams use 6 in. X 4-in. angles. 

When work is being detailed for production in a particular 
shop the standards of that shop should be ascertained and 
adhered to. 

It should be noted in Fig. 103 that to facilitate erection the 
connecting angles extend J in. beyond the end of the web of 
the beam and that the distance back to back of the connecting 
angles is | in. less than the space into which the beam is fitted. 
When drawings are being made for a shop having standard 
framing the beam sketch may be like Fig. 103, no dimensions 
being placed on the standard rivet spaces. 

The advantages of the standard framing are: 

It simplifies shop work, enabling a large niunber of angles to 
be made at one time. The pimching of the rivet holes both in 
beams and angles can be done by means of multiple punches, a 
group of holes being made at one stroke of the pimch. The 
drawing-room work is also reduced. The total saving in time 
more than counterbalances any probable waste of material. A 
criticism of the method used for designing these connections is 
that there is twisting introduced into the rivet groups increasing 
the shear on the rivets. Tests made on some full-sized beams 
with standard framing seemed to justify the usual practice as 
being ample notwithstanding the above theoretical criticism. 

When, as is the case for very short spans or for beams with 
thin webs, it is necessary to design special connections the cal- 
culations should be based upon the shearing and bearing value 
of the material; see page 84. 

Riveting. — There are two types of rivet heads: "button 
heads," which approximate hemispherical, and "countersunk," 
which are truncated cones. The button-headed rivets should 
always be used where clearances will permit. Button heads can 
be flattened slightly where additional clearance is needed and 
this requires less work than countersunk rivets. The following 
iUustrations, Figs. 105 and 106, give the dimensions of various 
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rivet sizes and symbols for shop and field driving, and are taken 
from the American Bridge Company's Book of Standards. 

Rivets are designated by their nominal diameter D and the 
length imder the head before driving. This length, Figs. 107 
and 108, is made up of the grip, the distance through the material 
held together plus the length called the upset or the stock 
required to form the head and bring the body of the rivet up 
to the size of the rivet hole. It is necessary for the rivet holes 
to be larger than the rivet stock, otherwise there would be 





/'^ 



Fig. 108. 



difficulty in placing the rivets in their proper rivet holes and the 
stock would be cold before they could be driven. The holes are 
usually ^ in. larger in diameter than the diameter of the rivets. 
The niunber of rivets required in any joint depends upon the 
forces being transmitted by the rivets, and upon the rivet values 
in shear and bearing. The value in shear may be that due to 
either single or double shear as the rivet tends to fail by shearing 
in one or two cross sections. The bearing value of the rivet is 
the rivet diameter times the lesser thickness of the materials 
transmitting the forces to the rivets times the allowable unit 
bearing value of the rivet material. The following tables give 
the shearing and bearing values of the usual rivet sizes. 
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A few examples will illustrate the application of the above 
principles. 

/. = the unit bearing value, pounds per square inch. 

/, = the unit shearing value, pounds per square inch. 
Evidently the rivets in Fig. 109 would tend to shear in but 
one place, along ab, arid are, therefore, in single shear. 



ircP 

Shearing value = — X/.. 
4 



^ 



/r> 



^cr 



^ 



Bearing value = dXhXfe 



ifr 



r^ij^ r^ 



± 



^ a ^ 



■""C7 



ft 



^CT- 



o o 



o o 



o o 



ti<*a 



RiTel-dlam.>»d. 



ti<t« 



Fig. 109. 



RlTet-dlam.iaci. 



Fig. 1 10. 



In Fig. no the rivets are in double shear as they tend to fail 
along the sections ab and cd. 

Shearing value = — •/,. Bearing value — dXkXfc 
2 

The following numerical example will illustrate the design of a 
joint like this one. 

Example. — A joint of the type shown in Fig. no is to trans- 
mit 15,000 lbs.; /i = ^ in., fe = f in., rivets f in. in diameter, 
the allowable shearing stress 10,000 lbs. per sq. in., allowable 
bearing stress 20,000 lbs. per sq. in. The rivet is in double 
shear while the minimiun bearing value will be that of the rivet 
against the §-in. plate as in the other direction two plates each 
f in. thick act. From the tables the rivet value of f-in. 
rivets in double shear at 10,000 lbs. is 4420 X 2 = 8840 lbs. 
The rivet value in bearing on a ^-in. plate is 7500 lbs. As the 
joint is to transmit 15,000 lbs. the number of rivets is found by 
dividing 15,000 lbs. by the smaller of the two rivet values, i.e., 

15,000 _ ^ 
7500 
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Riveted joints should be designed to avoid eccentric stress if 
possible. Where this is unavoidable such eccentricity should be 
reduced to a minimum and the resultant forces acting upon the 
individual rivets be determined. An instance of such a joint, 
frequently met with, is the connection of the foot of a knee brace 
with the column in a light steel building frame. The force F, 
24,000 lbs., Fig. Ill, is transferred through the rivets i, 2 and 3 
to the sketch plate and in turn from the plate by the rivets 4 to 
1 1 , inclusive, to the column angles. The center of gravity of the 
rivet group, 4 to 11, is easily located as its center of symmetry.* 
Rivets 4, 7, 8 and 11 are each 7^ ins. from the center of gravity 
and rivets 5, 6, 9 and 10 are each 6.18 ins. from the same point. 




Fig. hi. 

The rivets must ofifer a resistance f 2 equal, opposite and par- 
allel to Fi. This resultant force F2 acts through the center x)i 
gravity of the rivet group, and the direct force f 2 is shared 
equally by the rivets of the group so that each rivet carries 

-4i- — = 3000 lbs. The forces Fi and f 2 are 4.75 ins. apart so 
o 

that the moment opposed by the group is 24,000 X 4.75 = 
114,000 in. lbs. 

The force opposed by a rivet will be proportional to its dis- 
tance from the center of gravity of the rivet group. The rivets 

* When the center of gravity of a rivet group cannot be seen by inspection it 
can be readily calculated. If the group has any axis of symmetry the center of 
gravity must lie on that axis. 
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4, 7, 8 and 11 being equally distant from G will oppose equal 
forces and similarly of the rivets 5, 6, 9 and 10. Let S be the 

force acting at 4, 7, 8 and 11, then I -^ X 5 1 is the force acting 

L7.50 J 
on rivets S, 6, 9 and 10. The moment of each of the rivets 
4, 7, 8 and 11 will be 5 X 7.50 and the moment for each of the 

rivets 5, 6, 9 and 10 will be (s X -^ J X 6.18. 
The total moment for the eight rivets is 

(4 X SX 7.50) + (4 X 5 X ^) = 114,000 in. lbs. 
30 5 + 15.04 5 = 114,000 in, lbs. 



5 = 



114,000 
45-04 



= 2531 in. lbs. 



The force acting on each of the rivets s, 6, 9 and 10 will be 
/5X^) = 2S3iX^ = 2o85lbs. 

V 7.50/ 7-50 

The forces Fi and F2 create a clockwise moment so that the 
resisting moment must be counterclockwise and the forces act 
to produce a coimterclockwise moment about G. The forces 
act at right angles to the arms or lines joining the rivet centers 
withG. 

The resultant shear on any rivet is found by completing the 
triangle of forces at each rivet, and is indicated in the heavy line. 






This is done on the figure for the 
several rivets and the maximum shear 
comes on rivet 11 and is 5530 lbs. 
while the minimum shear acts on 
rivet 4 and is 850 lbs. 

Should there be no axis of symme- . 
try take any two base lines, preferably 
at right angles, and find the distance 
of the center of gravity from each of these base lines. Fig. 
112 represents an irregular rivet group. The first base line is 



m. 



Fig. 112. 
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taken, passing through rivets i and 5. The rivets are assumed 
as being of the same diameter and the cross section of each rivet 
being A \ then the statical moment about axis x-x will be: 



Rivet. 


Area. 


Arm. 


Moment. 


I 


A 








2 


A 


a 


A. a 


3 


A 


b 


A,b 


4 


A 


c 


A,c 


5 


A 


d 


A,o 



Total area « 5 il . Total Moment = i4 (a -f & + c) . 

The distance g from the axis x-x to the center of gravity will 
equal the statical moment divided by the total area or 

_ A{a + b+c) 

^ 5^ 

It is evident from this expression that the distance g equals the 
sum of the arms a, b and c, etc., divided by the number of rivets. 
In the same way the distance g' from the axis y-y can be foimd 
and the center of gravity is then located. 

In designing riveted joints the following well-established rules 
are used. (These do not apply to joints in boilers or cylinders 
where maximum efficiencies are desired.) 

I. PREFERABLE MINIMUM DIMENSIONS, INCHES 



Rivet diameteis. 


J 


i 


i 


i 


Center to center of rivets * 

Rivet center to sheared edge 

Rivet center to rolled edge 






I 


1} 

I 

I 



* Sometimes taken three diameters of the rivet. 

2. The maximum pitch in the line of the stress for members 
composed of plates and shapes should be 6 ins. for |-in. rivets; 
5 ins. for f-in. rivets; 4^ ins. for f-in. rivets; and 4 ins. for ^-in. 
rivets. Where angles have two gauge lines and the rivets are 
staggered the maximum pitch in each gauge line should be twice 
the above dimensions. 
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3. Where two or more plates are used in contact the rivets 
holding them together should not be spaced farther apart than 
12 ins. in either direction. 

4. The pitch of rivets in the direction of the stress should not 
be greater than 6 ins., nor exceed 16 times the thinnest outside 
plate connected, and not more than 50 times that thickness at 
right angles to the stress. 

5. The maximum distance from any edge should be 8 times 
the thickness of the plate. 

6. The diameter of the rivets in any angle carrying calculated 
stresses should not exceed one-fourth of the width of the leg in 
which they are driven. In minor parts rivet diameters may be 
I in. larger. 4 

7. The pitch of rivets at the ends of built compression mem- 
bers shall not exceed four diameters of the rivets for a length 
equal to one and one-half times the maximum width of the 
member. 

8. Two pieces riveted together should always be secured by 
at least two rivets. 

9. Joints with field-driven rivets should have from 25 to 50 
per cent more rivets than would have been required for shop- 
driven rivets* 
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CHAPTER Vn 
COLUMNS 

Structxxral engineers generally use either Rankine's formula 
or Johnson's straight-line formula in designing colunms. The 
latter is a modification of Rankine's formula and the results 
approximate those given by Rankine's formula within the usual 

working limits of - which will range from 50 to 150. The 

straight-line formida is preferred as the calculations with it are 
simpler. 

The following give these formulae in their usual form: 
Gordon's or Rankine's formula for soft steel, 

/= ^S'"g • (X) 

13.500 '^ 

Gordon's or Rankine's formula for medium steel, 

ii,ooor 
Johnson's straight-line formula for structural steel, 

/ = 16,000 - 70-. (3) 

/ = the allowable unit compression on gross section of col- 
umn in pounds per square inch. 
/ = the effective length of the column in inches.* 

* The effective length of / will have the following relations to L the total length 
of the column: 

Both ends hinged or butting I = L 

Both ends fixed /-JL 

One end fixed and one end hinged I ^ i L 

One end fixed and other end free I ^ 2L 

90 
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f » the least radius of gyration of the column section in inches 

7 

A 

7 = the least moment of inertia of the colxmm section in inches. 

A = the area of the column section in square inches. 

Ritter's formula most nearly meets the theoretical require- 
ments but it is not much used as, like Rankine's formula, it is 
cumbersome, and the other formulae are better known. It has 
the advantage of being applicable wherever the modulus of 
elasticity and the strength of the material at the elastic limit are 
known. In the other formulae the constant for the material 
13,500 and 11,000 in the case of Rankine's and 70 in the straight- 
line formula had to be determined experimentally. Ritter's 
formula as generally expressed is: 

The sjnnbols have the same significance as just given for formulae 
(i), (2) and (3). In addition 
Sc — the maximimi compressive unit stress desired on the con- 
cave side of the column in poimds per square inch. 
5« = the unit strength of the material at its elastic limit in 

pounds per square inch. 
T^ = approximately 10. 

E s modulus of elasticity of the material in pounds per square 
inch. If for mild steel, the foUowing values may be assumed: 
E = 30,000,000, 5« =30,000 and Sc = 16,000, 

all, pounds per square inch. With these values substituted, 
formula (4) reduces to 

. _ 16,000 16,000 / V 

'-,+ J0.0C0 ^w-.^_^/jy- ''> 

10 X 30,000,000 \r/ 10,000 \r/ 

In this approximate form it is not especially cumbersome but it 
gives values slightly under those calculated by formula (3). The 
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straight-line formula will be used for all calculations throughout 
the text. 

The American Bridge Company have issued imder date of 
Dec. 1, 191 2, new specifications for structural steel work. These 
specifications recommend for columns the use of two formulae, 

the first, / = 19,000 — 100 - , to be applied to values of - up to 

120; the second formula applies only to secondary members, 

those permitted to have - values ranging from 120 to 200, and is 

/ = 13,000 — 50- • The maximum value of / is placed at 13,000 

lbs. per sq. in. 

Note. — There is probably no section of Mechanics of Materials about 
which students have a less clear conception than that of columns. 

It is here assumed that the student has this fundamental conception 
dearly and thoroughly his own. Such a conception is essential to the 
intelligent design of columns and, in fact, to beams also, as will be shown 
later. Should the student's idea of the subject be in any way vague he is 
urged to review the subject in any Mechanics of Materials with which he 
is familiar. 

Problem. — Plot the values of /given by formulae (i), (2), (3) 
and (s) upon cross-section paper for values of - between 50 and 

ISO. 

It should be noted in the several formulae that r is the least 
radius of gyration, hence that section will theoretically make the 
best column where the radius of gyration of the section is a con- 
stant for all axes. This requires a circular section, which, for 
economy of material, would generally be a hollow cylinder. On 
this account rolled-steel and cast-iron pipe would make good 
columns, but that cast iron is being but infrequently used in 
important structures while, owing to the diflSiculty of making con- 
nections to them by brackets or framing, rotmd-steel columns are 
seldom used. 
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One of the simplest columns that approaches the theoretically 
ideal section is made by using two channels spaced so as to make 
the radii of gyration of the column section referred to its principal 
axes approximately equal. The columns, Fig. 113, are then 
laced with flat bars riveted to the channel flanges so that the two 
channels are made to act as a unit throughout the colunm's 
length. 

I\ is the moment of inertia of one channel axis i-i. 

1 2 is the moment of inertia of one channel axis 2-2. 

a is the area of one channel. A = 2a. 




t i 

Fto. 113 



The inertia of the total colmnn section about axis i-i is 

Since r = y "T it follows that if the radii of gyration are to be 

equal about any two axes of a section the inertias must be equal; 
hence 

/.. = /«, 

from which 



-sj 



t^'-c. 



2 

It should not be understood that columns must always ap- 
proach equal radii of gyration about both axes. In the case of 
columns of comparatively short lengths it may be cheaper, owing 
to the reduction in the work of manufacturing, to use a rolled 
section than a built-up column, even if the material is not used 
to such good advantage. 
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It therefore frequently happens that single sections, usually 
I beams or angles, make good columns. In some cases the base 
is merely an iron casting of some depth for stiffness, containing 
a pocket cored in it into which the section fits. When the column 
is brought into position some molten soft metal is poured around 
it to hold column and base together. In more important cases, 
angle and plate bases similar to those shown in Figs. ii6 and 
117 are used. As previously stated the channel column is one 



Mm 



Fto.iz4. 



\} 



ih 



Fig. 115. 



m 




Fig. 116. 



• 9 • ^ • 



^ 



• • • • 




Fig. 117. 



of the commonest types. These are illustrated in Fig. 113 and 
the bases for such a column are shown in Figs. 116 and 117. 
The flanges of the channels may be turned in instead of out, 
making a square column, but, owing to the difficulty of rivet- 
ing, it costs more to manufacture. With the flanges turned out 
as in Fig. 113 the lacing may be replaced by plates. Another 
design uses the plate on the outside and is laced on the inside, 
thus permitting of inspection and painting. The sections shown 
in Figs. 114 and 115 are also accessible for painting. In Fig. 
lis, the web may be either lacing or a solid plate. This section, 
when deep, makes a good column section to resist combined 
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compression and bending. Its strength may be increased by 
riveting flange plates outside the angles. 

A couple of the sunplest forms of column bases are shown in 
Figs. ii6 and 117. The proper distribution of the load carried 
by the column section to the foimdation demands not only an 
enlargement of the foot of the column but some depth to assure 
its proper distribution. 

Combined Stresses 

In a colxmm the force may act parallel to the axis but eccen- 
tric to it. Here the column is subjected to a bending moment 
P (5 + A) where P is the force acting parallel to the axis and A 
is the maximum deflection due to such eccentric loading. The 
following formula by Merriman gives the maximum resulting 
fiber stress: 



/'=^['+(?xr^.)} 



/t = maximum combined fiber stress in pounds per square inch. 

P = eccentric force on column in poimds. 

A = area of the column section in square inches. 

5 = eccentricity of the load P in inches. 

e = distance from the neutral axis to the extreme fibers. 

r = radius of gyration of colimin section referred to the axis 
about which the bending occurs. 

_ PP _ PP 
^ 4S AEr" 4SEI' 

I = length of the column in inches. 
E = modulus of elasticity in pounds per square inch. 

Where a piece is subjected to either compression or tension, 
together with transverse bending, the following formida, due to 
Johnson, is commonly used: 

Me 



A = 



pn ' 
10 £ 
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/^ » flexural fiber stress in pounds per squaxe inch. 
M = transverse bending moment in inch poimds. 
e — the distance from the neutral axis to the extreme fibers 

in inches. 
/ «= moment of inertia of the section referred to the axis about 

which the bending occurs. 
/ = length of the piece in inches. 
E = modulus of elasticity in poimds per square inch. 
The sign (+) is used when P puts the piece in tension, the 
sign (— ) when compression is produced. 

To this flexural fiber stress must be added the direct com- 
pression (— ) or the tension (+). The factor given as lo varies 
with the character of the loads and the ends, being 9.6 for a 
simple beam uniformly loaded, but 12 for a similar beam with a 
central load. Owing to its simplicity this formula is frequently 
used instead of the first formula. 

When an approximation only is desired the stress due to bend- 
ing may be foimd by solving the formula/ == — for the extreme 

fiber stress due to bending and adding to it algebraically the 
direct stress due to either tension or compression. This method 
will be satisfactory when the longitudinal tension or compression 
is not large. The total fiber stress should not exceed that 
permitted on the piece. An example will illustrate the use of 
these formulae. 

The member of the upper chord of a bridge is 25 feet long. 
It weighs no lbs. per foot, and has the following section (see 
Fig. 118): 

Top plate 22 ins. X iV ^• 

Top angles 3 ins. X 3 ins. X | in. 

Side plates 16 ins. X | in. 

Lower angles 4 ins. X 3 ins. X -jV in. 
The moment of inertia axis i-i is 1003.8. P = 238,100 lbs. 
The distance from the top of the upper plate to the center of 
gravity of the built-up section is 6.30 ins. 
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The bending moment due to the dead load is 

,, WL (no X 25) X 300 ^. lu 

jjf = — = ^^ -^ ^— = 103,125 m. lbs. 

The fiber stress due to combined bending and direct stress as 
given by the approximate method is 



.Me^ 103,125 X 6.30 ^ 
^ I 1003.8 ^ 



lbs. 



Total combined stress 

650 + ^5^ = 8190 lbs. 
31.6 



1 



•tr 



Fig. 1x8. 



r 



Fig. Z19. 



The following result is given by Johnson's formula, 
Me 103,125 X 6.3 



/= 



PP 



10 £ 
Total compression 



1003 



g 238,100 X 300^ 
10 X 30,000,000 



= 697 lbs. 



697 +^^ = 8237 lbs. 
31.0 

The following example will illustrate the application of the 
formulae when the load is parallel to the longitudinal axis of the 
piece but eccentric to it. A 4 in. X 4 in. X tV"^- angle 84 ins. 
long has a load of 8800 lbs. applied to one leg. The piece is in 
compression. What is the total extreme fiber stress in com- 



/ = 4.97; area = 3.31 sq. ins.; radius of gyration = 1.23. 



Digitized by VjOOQ IC 



98 GRAPHICS AND STRUCTURAL DESIGN 

By Merriman's formula 

T7 P^ 8800X120^ 

y = "ttt; = -;; = 0.0177, 

48 EI 48 X 30,000,000 X 4.97 

^ 8800 r , 1.16 X 1. 16 I + 0.0177 1 

3.31 1 1.232 I - (S X o.oi77)J' 

/r = 5300 lbs. 

By Johnson's formula 
The fiber stress m bending is 

Me 



h- 



PP 

10 E 



J, 8800 X 1. 16 X 1. 16 , „ 

76= ^^ = — = 2010 lbs. 

■^ 8800 X 120^ 

4.07 

10 X 30,000,000 

The fiber stress due to compression is 

Pc = = 2660 lbs. 

3-31 
/r =/& +/c = 2610 + 2660 = 5270 lbs. 

In this case the maximum stress should be kept under that allowed 
on the strut as given by a column formula; hence 

/ = 16,000 — (70 X ] == 5360 lbs. 

Long Beams Unsupported Laterally 

When a beam of long span is unsupported laterally the upper 
flange being in compression is liable to fail as a column by buck- 
ling sideways. There is no very satisfactory theoretical treat- 
ment of this subject. The compressive fiber stress in the upper 
flange is usually limited by formulae or rules that have been found 
safe. Mr. Christie, basing his conclusions upon tests made on 
full-size beams for the Pencoyd Iron Works, decided it was safe 
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to use a desired limiting fiber stress up to a span of twenty times 

the flange width and that from this point the working fiber 

stress should be imiformly decreased until, at a span of 70 times 

the flange width, the working fiber stress should be one-half the 

maximum desired stress. 

The handbook of the Cambria Steel Company suggests the 

following formula, 

18,000 
^ = n — ' 



30006* 
P= allowable compressive fiber stress in poimds per square 

inch. 
/= length of span in inches. 
b= width of flange of beam in inches. 
Mr. C. C. Schneider in his structural specifications limits the 
allowable compression in flanges of girders to 

pi = 16,000 — 200- when flange is composed of plates. 

Pi = 16,000 — 1 50 7 when flange is a channel. 


In this case the fiber stress is given somewhat lower than for 
beams, which is consistent, as the shallower the beam the more 
the lower flange, which is in tension, reinforces the compression 
flange. 

The 191 2 specification of the American Bridge Company limits 
the span unsupported laterally to forty times the flange width, 
and when such span exceeds ten flange widths the fiber stress is 

to be reduced to that given by the formula 19,000—300-- 

b 

The following curves. Fig. 120, are based on formulae derived 
by the author in an attempt to explain the necessity for 
reducing the fiber stress in beams where the beam was un- 
supported laterally. The derivation of these formulae is 
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fuUy explained in the Proceedings of the Engineers' Chib of 
Philadelphia, for April, 1909. 
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CHAPTER VIII 

GIRDERS FOR CONVEYORS 

The half plan and section of this girder are given in Fig, 121, 
the elevation in Fig. 122 and the end view in Fig. 123. 
Assumed Loading. — 

Metal at 105 lbs. per lineal foot 5^360 lbs. 

Corrugated steel covering 2,000 lbs. 

Foot-walk and sheathing 2,420 lbs. 

Snow 6,120 lbs. 

Total dead load 15*900 lbs. 

Conveyor load: 

Uniform load on conveyor 3i900 lbs. 

Weight of conveyor 3,700 lbs. 

Total moving load on conveyor . . 7,600 lbs. 
Allowing 25 per cent additional for impact 1,900 lbs. 

Total 9,500 lbs. 

As the conveyor loading is not carried equally by both girders 
the maxiniiiTTi load on either girder must be calculated. 
The total maximum load pn one girder 7950 + 6500 = 14,450. 

The apex load is ^^^^^^ = 2060 lbs. 
7 

Wind Load. — The horizontal wind load is assumed at 20 lbs. 
per sq. ft of vertical projection. The apex wind load on the 
upper horizontal girder is 20 X 4 X 7? '^ 590 lbs. 

The stresses must now be determined for the truss under the 
given loading. This may be done graphically or the stresses 
may be foimd very readily by the method of coefficients. To 
illustrate the procedure both methods will be used. 

The method of coefficients will be used first. For the explana- 
tion of this method see page 55. These calculations are made 

lOI 



Digitized by VjOOQ IC 



I02 



GRAPHICS AND STRUCTURAL DESIGN 



I 




i*«v.N \r. « c-i 



t ^■>i V '.g- 



iA 



5 * 



^4 



Digitized by VjOOQ IC 



GIRDERS IFOR CONVEYORS 



103 



yto» 



Qi 



4760^ 



-^X^ 



-^'e« L 



£ 



Fig. 124. 
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Fig. 127. 

for Fig. 125. The graphical solution for the main truss is made 
in Figs. 126 and 127. 

The wind bracing and graphical analysis are given in Figs. 128 
and 129. 
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tang 45* - I sec 45" * i-4i 

» — 3 X 2050 X 141 " — 8500 lbs. 
" — 5 X 2050 X 1 =■ — 10,250 lbs. 
. JSit = - 6 X 2050 X 1 » - 12,300 lbs. 

■ + 3 X 2050 X I =» + 6x50 lbs. « stress GC. 
« -f 5 X 2050 X I = + 10,250 lbs. 

= -f 6 X 2050 X I = + 12,300 lbs. 

■ + 2 X 2050 X 1.41 — -f 5420 lbs. 
«» + I X 2050 X 141 = + 2710 lbs. 




Fig. 129. 
Selection of Members. — The upper chord. 

Masmum compressive stress, dead and live load 12,650 lbs. 

Maximum conq)ressive stress, wind load 3»66o lbs. 

Total 16,310 lbs. 

Try 2-3 in. X 2 in. X i-in. angles spaced J in. back to back, 
with their long legs parallel, rz - 0.88. Their length is 88 ins. 

i _ 88 

r 0.88 

The allowable fiber stress according to the straight-line formula 
is 

/i = 16,000 — 70- = 16,000 — (70 X 100) = 9000 lbs. 
The load these angles will carry is 2 X 1.19 X 9000 « 21,420 lbs. 



= 100. 
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End Strut EF. — Its length is 120 ins. and its load 8800 lbs. 
Try 1-4 in. X 4 in. angle. Its radius of gyration about its diag- 
onal axis is 0.70. - = =152. The allowable fiber stress 

r 0.79 

according to the straight-line formula is 

/i = 16,000 - (70 X 152) = 5360 lbs. 

The bending moment due to the eccentric loading, when the 
angle is assumed as ^^ in. thick, is 8800 X i : i = 10,032 in. lbs. 

The fiber stress resulting from combined bending and com- 
pression is given by the formula 



10 E 



see page 95. 



. . 10,200 X I. 16 ,; „ 

/ = —7::;^ r- = 2600 lbs. 

.^. 8800 X 120^ 

4.97 

10 X 30,000,000 

The allowable stress according to the straight-line formula 
being 5360 lbs., deducting 2600 lbs. leaves 2760 lbs. per sq. in. 
The total allowable direct stress on the angle then is 3.31 X 2760 
= 9150 lbs.; this, exceeding the 8800 lbs. acting on it, the angle 
is satisfactory. 

Lower Chord. — The maximum stress is 16,310 lbs. Trying 
1-4 in. X 3 in. X ^^ in., and placing the long leg horizontally, its 
inertia about its axis parallel to the short leg is 3.38; the dis- 
tance from the back of the short leg to the axis is 1.26 ins. 

The bending moment due to this eccentricity is 16,310 X 1.26 
= 20,600 in. lbs. 

The bending moment 16,310 X 1.26 = 20,600 in. lbs. 

The fiber stress due to bending is 

f^-^^ ^0.600X1.26 ^6850 lbs. 

i + IL 3.38+ ^6.300x88^ 

10 £ 10 X 30,000,000 
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The allowable stress on the net section is/ = 16,000 — 6850 = 
9150 lbs. 

The total allowable force on the piece then is (2.09 — 0.25) X 
9150 = 16,850 lbs. 

Vertical ///. — This is a compression piece carrying 2050 lbs. 
1-3 in. X 3 in. X i-in. angle will be tried. 

The bending due to eccentric loading is Af = 2050 X 0.84 = 
1720 in. lbs. 

The fiber stress due to this bending is 

- My 1720 X0.84 „ 

/ = '^T7;7 = '^~r^ — = 1220 lbs. 

•^ r PP 2050 X 882 

I t; 1.24 "2 

10 iJ. 10 X 30,000,000 

The allowable compression, according to the straight-line 
formula, is 

/ = 16,000 — 70- = 16,000 — (70 X 1 = 5600 lbs. 

r \ 0.59/ 

The net compression allowed per square inch of the section 
is 5600 — 1220 = 4380 lbs. 

The area of the angle multiplied by 4380 is 1.44 X 4380 = 
6300 lbs. Hence the 3 in. X 3 in. X j-in. angle is more than 
ample. 

Diagonals. — The maximum tension in the diagonals is 6000 
lbs. Try 1-2I in. X 2 in. X i-in. angle. Its inertia about an 
axis through its center of gravity and parallel to its long leg is 
0.37. The distance from the back of the angle to the above 
axis is 0.51 in. 

The bending moment due to the eccentric application of the 
load to the angle is 6000 X 0.51 = 3060 in. lbs. 

The extreme fiber stress due to this bending is 

^ My ^ 3060 X 0.51 ^ , j^ 

^ , , PP . 6000X120^ 2300 IDS. 

^H S 0-37H 

10 £ 10X30,000,000 

The allowable stress per square inch of the net section is 16,000 
— 2360 = 13,640 lbs. Net section X 13,648 = (1.07 — 0.20) X 
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13,640 = 11,850 lbs. Tfiis is satisfactory, being the smallest 
angle we can use. 

Wind Bracing. — The maximum stress in the diagonals is 
2550 lbs. The smallest flat allowed being 2 X J in., and as this 
will carry [(2 X 0.25) — 0.20] X 16,000 = 4800 lbs. (the net area 
times the allowable fiber stress), it is ample. 

Strut in Upper Horizontal Bracing 

i2. = SooX_4S^ lbs. 
57 

The bending moment under the load between Ri and R2 is 
M = 400 X 12 = 4800 lbs. 




Fig. 130. 



FlG. 131. 



Trying 3 in. X 3 in. X i-in. angles, their inertia about an axis 
through their center of gravity and parallel to a leg is 1.24, the 
distance from the back of the angle to this axis is 0.84 in., the 
radius of gyration referred to this axis is 0.93, while the radius 
of gyration referred to the diagonal axis is 0.59. 



for the full length 



= -5^ = 97. 
0-93 



for the length of 57 ins. = -^^ = 97. 

0-59 



The allowable stress / = 16,000 — ( 70 X -) = 16,000 — (70 X 97) 
= 9210 lbs. 

The fiber stresses due to the bending of 4800 in. lbs. in S7-in. 
span are, 

J. Me 4800 X 0.84 ,, ^ 4800 X 2.16 o lu 

/, = -7- = ^ ^ = 3250 lbs. /, = ^ = 8350 lbs. 

/ 1.24 "^ 1.24 
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The bending due to the eccentric loading as a colunm will be 

/ = ^y = (1180X 0.84) X 0.84 ^ M = 68olbs 
I^IL ^ ii8oX.S7» 1.23 

10 £ 10 X 30,000,000 

- 680 X 2.16 „ 

^'^ 0.84 =^750 lbs. 

The direct compression = force divided by the area of the 

section = = 820 lbs. 

1.44 

The maximum compression will be 9170 lbs., which, being 
under the 9210 lbs. allowed the section, is satisfactory. 

The beams serving as struts in the lower horizontal bracing 
carry a total load of 1080 lbs., 

*2^ + 400 (snow load) = 1080 lbs. 

7 

/?,= 128^2112 =. 68s lbs. 
90 

M == 68$ X 33 = 22,605 in. lbs. 

Assuming the channel unsupported laterally for its length of 

88 ins., 

88 

length -^ flange width = = 45. 

1.92 

Allowable fiber stress about 11,000 lbs. per sq. in., 

M I 22,6o«: ^ 

— = - = — ' — ^ = 2.06. 
/ e 11,000 

This suggests about a 5-in. channel. 

The direct compression being 1 180 lbs. and applied at the upper 
flange the moment due to eccentric loading is JIf = 1 180 X 2.5 = 
2950 lbs. 

/ Ml ^95^ X ^'5 = .68 lbs 

^ J PP ii8oX88» ^^^^^' 

J, — 17 — —————— ——.^— 

10 £ 10 X 30,000,000 
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Direct stress = 605 lbs. 

1.9s 
The extreme compressive stress due to bending of a 5-in. U is, 

- Me 22,605 ,, 

f^T^ "tr ^ 7535 lbs. per sq. m. 
1 3.0 

Total compressive stress 7535 + 570 + 605 = 8710 lbs., being 
below 11,000, is satisfactory. 
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CHAPTER DC 

TRUSSES, BENTS AND TOWERS 

It is frequently necessary around works to carry large gas or 
air mains overhead. These mains are sometimes lined with brick 
to prevent radiation loss from the hot gas or air. There is 
consequently considerable load per foot, and as long spans are 
preferable, thus avoiding too large a number of posts or bents 




Fig. 132. 

that would block up the yard, the pipe must be trussed. Fig. 
132 represents such a trussed pipe. Care should be taken that 
any load transferred to or from the pipe should be distributed 
over the pipe by a saddle and if necessary the pipe should be 
reinforced at such points. In Fig. 132, AB is the reaction in 
the post, AC the compression in the pipe, and BC the tension 
in the rods. 

The span over which the pipe section acts as a beam is -. 

3 
Steam, air, gas and water pipes may be carried upon a light 



Digitized by VjOOQ IC 



TRUSSES, BENTS AND TOWERS 



III 



trussed bridge somewhat resembling the conveyor truss (see 
page 102), or may be hung from a cable, as shown in Fig. 133. 

The stress in the wire rope depends upon the load carried and 
upon the sag permitted in it. As the weight of the rope will be 
small compared with the load, the effect of the weight of the 
rope may be neglected. In Fig. 133, having assumed the rope 
diameter, lay off R representing the maximum desired pull on 
the rope, then draw the horizontal and vertical components H 
and V. Taking the forces acting about apex i, the horizontal 

Fig. 133. 




Fig. 134. 

component of BC must equal the horizontal component of CA. 

Similarly, the horizontal components of the forces acting at 

W W 

apex 2 are equal. Now in Fig. 134, XD = — and DA = — • 

4 o 

H is the horizontal component of the force BC acting in the 

guy rope. CA and CD give the magnitudes and directions of 

the rope stresses and the sag of the rope may be found by drawing 

the strings in Fig. 133, corresponding to these rays in Fig. 134. 

Should the sag prove objectionable a heavier rope with 

greater stress or a greater stress may be used in the first rope if 

permissible. 

W 
The vertical load on the post. Fig. 133, is F H • 



Digitized by VjOOQ IC 



112 



GRAPHICS AND STRUCTXJRAL DESIGN 



Bents, Fig. 135, may be used to support both pipes and wires. 
If the bent is an end one and guyed the vertical load will be 
determined as in the preceding example. If it is an intermediate 
bent it will not carry the vertical component of the guy rope but 
merely its proportion of the weight of the wires and pipes. It 
may also be subjected to wind load, in which event the stresses 
in the bracing can be determined and these pieces selected for 
their respective loads, see Fig. 137. The wind acting on cylin- 
drical surfaces is commonly assumed as -^j^ of the pressure that 
would act on the vertical projection of that surface. 




WIND 

LOAD 

STRESS 

DIAGRAM 



DEAD 

LOAD 

STRESS 

DIAGRAM 



Fig. 13s 



Fig. 138. 



As the loads are generally very light and not subjected to 
shock, the values of - are permitted to reach 180 or 200. 

As the wind load is transmitted to the truss proper by pieces 
subjected to bending, the diagram, Fig. 136, has been started by 
connecting the wind force to the truss through the dotted or 
substituted members. The dead-load stress diagram is shown 
in Fig. 138. 

Towers for Transmission Lines. — There is no standard 
practice but the four-angle type is the most common. The 



Digitized by VjOOQ IC 



TRUSSES, BENTS AND TOWERS II3 

loading upon these poles consists of dead load of pole and weight 
of wire, also ice, which may add materially to this direct load 
in localities visited by sleet. A live load due to the wind acts 
at right angles to the dead load, and in addition there may be a 
direct pull along the line caused by a wire or wires breaking. 
The ice load is generally assumed as a J-in. coating around the 
wire. 

Wind loads assumed as acting on wires vary considerably. 
Mr. R. Fleming in an article in Engineering News, Nov. 28, 1912, 
recommends 30 lbs. per sq. ft. of exposed surface upon the tower, 
15 lbs. per sq. ft. of projected area of the bare wire, reduced to 
ID lbs. for ice-coated wires. He further recommends that poles 
carrying three wires be designed to resist the unbalanced pull, due 
to one wire breaking, while for six wires two of them shall be 
considered as breaking. The imbalanced load is the force that 
breaks the wire and the following percentages of the ultimate 
strengths of the wires are recommended : the full ultimate strength 
up to and including a No. 4 wire; a No. 3 wire, 90 per cent; a 
No. 2 wire, 80 per cent; a No. i wire, 70 per cent; a No. o wire, 
60 per cent; and for all larger wires, 50 per cent. The ultimate 
strength per square inch of hard-drawn copper wire is from 
50,000 to 65,000 lbs. The towers are designed to meet the 
requirements of the worst combination of these conditions. 

Using ordinary structural steel, Mr. Fleming reconunends the 
following formulae for columns: 

fc = ^ji — , for the most exacting city service. 

18,000 r 
fe = ^^ — -^ — , for less exacting service. 

18,000 r* 

In estimating the loading upon the poles the additional load- 
ing due to the line running on an incline or rounding a curve 
should not be overlooked. This is generally provided for by 
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placing the poles closer together in these places rather than 
changing the tower design. 

In estimating the tension in the line and length of the wire 
between supports it is common practice to assume the curve of 
the line a parabola which differs but slightly from the catenary 
and is much more readily computed. 

S = distance between poles in feet. 

L = length of wire in feet, measured along the curve. 

d = sag or drop in wire in feet, measured midway between 
poles. 

H = tension in lowest point of curve in pounds. 

c = tension constant. 

w = resultant load, measured in pounds per foot of wire. In 
winter the weight of wire and ice acting vertically 
and the wind acting horizontally. In summer the 
weight of wire acting vertically and the wind on the 
bare wire acting horizontally. 



i = -5 + — ,. 
24 C^ 


(i) 


..-..||, 


(3) 


8c 


(2) 


^'fi- 


(4) 



For a more complete mathematical discussion of this subject, 
see Bulletin No. 54 of the University of Illinois. ''Mechani- 
cal Stresses in Transmission Lines," by A. Guell. Jan. 22, 
1912. 

The length of the wire at the summer temperature will increase 
due to the temperature but will have less extension due to the 
loading as the vertical load will not include the weight of the ice 
and the wind will not act on so great a surface. Mr. Guell gives 
the following formulae: 
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H6H 



"S 




'9^ Ground line 



SECTION A-A Fig. 139. 
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Here 

Li = length of the wire along the curve, measured in feet, 

at the summer temperature. 
L = length of the wire for winter temperature and loading. 
a = coefficient of expansion per degree Fahr. = 0.00000956. 
/ = temperature range, degrees Fahr. 
H = tension at low point in curve in winter, pounds. 
Hi = tension at low point in curve in summer, pounds. 
A = area of wire, square inches. 

E = modulus of elasticity, pounds per square inch. For 
hard-drawn copper wire, 12,000,000 to 16,000,000 lbs. 
per sq. in. 

The stresses in the wire will be lower in summer than in winter, 
but it is necessary to estimate the sag for the summer. It may 
be approximated as follows. In equation (5) estimate the value 
of L\, omitting the last term, as Hi is not known. A preliminary 
estimate of Hi may be made by assuming 

Hi _^wi 

H " w' 
Here 

Wi = resultant load per foot in summer. 
w = resultant load per foot in winter. 

This value of Hi would then be substituted in equation (5) and 
the last term need not be discarded. Having now found Li 
substitute this value for L in equation (i) and solve for c. This 
value of c used in equation (2) gives an approximate value of d. 
Now in equation (4), w is known from the loading and H can be 
found. This is an approximation to Hi required in equation (5) 
and the value of Li may now be revised by placing this value 
of Hi in this equation. The trials may be repeated until the 
desired degree of approximation is reached. 

Cross arms should be designed for a minimum vertical load 
of from 1000 to 1200 lbs., also for an unbalanced horizontal 
pull due to the wires breaking and estimated as previously given. 
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The twisting of the tower due to such unbalanced loading should 
not be overlooked. 




r*- 



lij 

II It! 

n\ 



Concrete 



I! 



-iS'O^ 



Fig. 140. 



Figure 139 shows one type of tower and foundation and follows 
a design by Westinghouse, Church, Kerr & Co., as does also 
Fig. 140, which illustrates a type of foundation with greater 
base area. 
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CHAPTER X 

DESIGN OF A STEEL MILL BUILDING 

The design of a steel mill building as generally carried out 
requires considerable experience and judgment on the part of 
the designer. The truss stresses are usually determined for an 
equivalent load rather than by the separate determination of the 
dead-, snow- and wind-load stresses and their combination for 
maximum effect. The following equivalent loads may be used 
on spans under 80 ft. 



Kind of roof. 


Lbs. per sq.ft. 


Gravel or composition roofing on boards 


45-50 
60 


Gravel or composition roofing on 3-in. concrete 


Corrugated steel sheeting 


40 
SO 
65 


Slate on boards 


Slate on 3-in. concrete, flat 





Where no snow need be considered these figures can be reduced 
by 10 lbs., excepting that no roof shall be designed for less than 
40 lbs. per sq. ft. 

Stiffening the Structure. — The structure is stiffened first 
where possible by introducing a knee brace, running from a 
panel point in the lower chord of the truss to a point as low as 
convenient on the column. Where the column carries a crane 
runway this knee brace must generally be omitted and is usually 
replaced by a knuckle brace which stiffens the connection be- 
tween the column and the truss. 

The structure is also braced in the plane of the lower chords of 
the truss to hold the tops of the columns at constant distances 
apart, and in some cases to carry the wind forces acting along 
the side of the building to the transverse bracing at its ends. 

X18 
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25 ft. o ins. center to center. Figures 167 and 168 are the stress 
diagrams for wind load and dead load. The horizontal wind 
pressure is assumed at 20 lbs. per sq. ft. and the normal pres- 
sure on the roof is taken as that given by the formula 

Pjv = — X Pzr = ^ X 20 = 12 lbs. per sq. ft. 
45 45 

The wind is shown as acting upon the left of the truss, and the 

truss members in compression are represented by heavy lines. 

The dead-load stress diagram is given in Fig. 168 and has been 

made to serve for both dead load and snow load by changing the 

scale. The snow load has been assumed at 20 lbs. per sq. ft. of 

horizontal projection. The weight of the truss is taken as 

PL 



3oo + 6iH 



where 



W = weight of truss per square foot of building. 
L = span of truss, in feet. 
D = distance center to center of trusses, in feet. 
P = load per square foot on truss. 

Tjr 40 X 86 

W = ^ = 3. 

300+ (6X86)+^^^^ 
3 

The estimated total weight of one truss is = 3 X 25 X 86 = 

6450 lbs. 

The weight of the purlins is assumed as that given by 

V 45 / 4 

where 

W\ = weight of the purlins per square foot of building, in pounds. 
P\ = load per square foot on purlins, in pounds. 
D = distance center to center of trusses, in feet. 

jri = :!^^^i<^-i = 3.25 lbs. 

45 4 
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The roof covering will be No. 20 galvanized corrugated iron, 
weighing about 2 lbs. per sq. ft. or 2.75 lbs. allowing for laps, 
etc. 

The wind load per square foot of horizontal projection is the 
normal wind pressure per square foot multiplied by the secant 
of 27 degrees, the angle of the roof, and equals 12 X 1.12 = 13.44 
lbs. The snow load will be 20 lbs. per sq. ft. of horizontal 
projection. 

The total load per square foot of horizontal projection is 

Truss and purlins (3 -f 3.25), say 6 . 25 

Roof covering 2.75 

Snow load 20.00 

Wind load 13 So 

Total 42 . 50 

It is commonly specified that roofs of this character shall be 
designed for a uniform dead load of 40 lbs. per sq. ft. of horizontal 
projection. This is treated as an equivalent loading and replaces 
the wind, snow and dead loads. 

The stresses will now be determined for the estimated dead, 
snow and wind loadings and their resulting maximum stresses 
compared with stresses determined from the uniform dead load 
of 40 lbs. per sq. ft. 

The apex dead load on the upper chord of the truss at 10 lbs. 
per sq. ft. is 

86 X 25 X 10 



12 



= 1 790 lbs. 



The apex snow load at 20 lbs. per sq. ft. of horizontal projection 
is 

12 

The apex normal wind load at 12 lbs. per sq. ft. of roof surface, 
the distance between the panel points along the upper member 
of the truss being 8.05 ft, is 8.05 X 25 X 12 = 2415 lbs. 
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Member. 


Dead load at 
10 lbs. 


Snow load at 
aolbs. 


Wind load at 
12 lbs. (nonxial). 


Combined. 


BquivBleat load 
at 40 lbs. 


CJ 


-22,500 


-4S.OOO 


— 12,500 


—80,000 


-90,000 


. JK 


— 2,000 


- 4.000 


- 2,800 


- 8,800 


— 8,000 


LM 


+ 3,600 


+ 7,200 


4- 5,300 


+ 16,100 


+ 14,400 


91 


+ 9»300 


+ 18,600 


+io,6oo 


+38,700 


+37,200 


-1-20,500 


+41,000 


+ 17,900 


+79,400 


+82,000 


AT 


-1-11,000 


+22,000 


+ 5,100 


+38,100 


+44.000 


TU 


— 22,500 


-45,000 


-13,800 


-81,300 


-90,000 


MN 


- 4,800 


- 9,600 


- 6,700 


— 21,100 


-19,200 



The selection of the material for the members will now be 
made (see Fig. 169), the stresses given for the equivalent load 
being used. 

Lower Chord. — The maximum stress occurs in the lower 
chord in the piece JA (Fig. 165) and is 82,000 lbs. in tension. 
Allowing a working stress of 16,000 lbs. per sq. in. and assuming 
f-in. diameter rivets driven in |^|-in. holes, we find the net 

section required to be -7^ — = 5-i3 sq. ins. 
16,000 

Two 6 X 3I X T^-in. angles having a gross area of 5.78 sq. ins. 
after deducting i rivet hole in each angle, that is, an area {^-in. 
long and j^-iti. wide, gives a net area of 5.78 — (2 X 0.25) = 
5.28 sq. ins., which is sufl&ciently close to the required net area. 

As the trusses will have to be divided for shipment the lower 
chord member AT will be made lighter than the members J A 
and MA. The stress in ^IT is 44,000 lbs. tension. The net 

area required is ^ = 2.75 sq. ins. Trying two angles 

16,000 

3i ins. X 2^ ins. X W i^- whose gross area is 2 X 1.78 = 3.56 

sq. ins., the net section = 3.56 — (2 X 0.25) =3.06 sq. ins., 

which is suffidentiy dose to the required 2.75 sq. ins. 

Other Tension Members. — The members NT and QT will be 

made of the same angles, and as the stress in QT is the greater 

the selection will have to be made for it. The net section 

n*j 200 

= ^ =2.32 sq. ins. Trying two 3^ in. X 2J in. X 1-in. 

16,000 
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angles whose gross area is 2 X 1.44 = 2.88 sq. ins., the net area 
becomes 2.88 — (2 X 0.20) = 2.48 sq. ins., which wiU do. 



iLV.a'.x'^ 




Fig. 169. 

The members LM and NO have approximately the same stress. 
Taking LM, which carries 14,400 lbs. in tension, the net area 

required is -^ — = 0.92 sq. in. 
16,000 
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One angle 2J X 2J X i in. gives a net area of 1.19 — 0.20 = 
0.99 sq. in., which is satisfactory. 

Compression Members. — Member MN having a length of 
II ft. 6 ins. carries 19,200 lbs. in compression. If the maximmn 
ratio of length to least radius of gyration is 125 then the least 
radius of gyration is length divided by 125 or ||| = i.io. The 
smallest angles that will serve are 3I ins. X 2^ ins. X i in., the long 
legs back to back, and separated f in. Their area is 2.88 sq. ins. 
According to the straight-line formula the allowable stress is 

p = 16,000 — 70- = 7250 lbs. 

The total load is 7250 X 2.88 = 20,900 lbs. This, being 
slightly in excess of the 19,200 lbs. stress in the member, is 
satisfactory. 

Compression members, JK, KL and the corresponding ones on 
the other side of the truss have the same load of 8000 lbs. and 
are approximately 84 ins. long. The least radius of gyration is 
iV^ = 0.67. The smallest angles are 2\ ins. X 2 ins. X J in., being 
also the smallest ordinarily permitted in this class of work. That 
is, no leg containing rivets shall be less than 2§ ins. and no material 
ihall be less than \ in. thick. The minimum radius of gyration for 

/ 84. 

the angle is 0.79 and the - value for this member is — ^ = 106. 

r 0.79 

/ 
The allowable stress is /> = 16,000 — 70 - = 8580 lbs. The total 

load on the section is 2 X 1.07 X 8580 = 18,400 lbs. Although 
this greatly exceeds the load on the member it is the smallest 
permitted by the specifications and will be used. 

The Upper Chord or Rafter. — The distance between apices 
along this chord is approximately 8 feet. The piece is subjected 
to combined compression and flexure. It will be assumed that 
purlins are spaced 6 ft. o ins. center to center and that the maxi- 
mum bending will occur when a purlin lies midway between two 
adjacent apices. 
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The load carried by each purlin is 6 X 25 X 34 = 5100 lbs. 
Considering the continuity and the method of securing it at the 
points of support it is usually safe to take the bending as five- 
eighths of that on a beam similariy loaded but supported at the 
ends. The bending on a section of the upper chord whose span 
is 84 ins. is 

ilf = ^X = ^X (5100 X 84) -^ 4 = 67,000 in. lbs. 

04^ 

The maximum compression along the upper chord is 90,000 lbs. 
and occurs in CJ. The design will be carried out for this mem- 
ber. The proper section can only be 



determined by trial, that is, a section 'i I '" 

must be assiraied and then tested by cal- ^ f f|~ 

culation to see if it satisfies the condi- =i| 

tions. The section most frequently used f 

is that shown in Fig. 170. The plate is — i— 

generally taken of sufficient width so that p^^, 

the members joining the upper chord 

may be riveted directly to it. The section to be tried will be 

made up of two 4 in. X 3 in. X i^-in. angles and one 10 X i^^-in. 

plate. 

It is first necessary to find the center of gravity. 

Area. Statical moment. 

Two angles 2 X 2.09 = 4.18 X 0.76= 3.18 

One plate 10 X 0.313 = 3.13 X S-o = 15-65 

Total area « 7.31. Total moment = 18 . 83 

«* V.VV = 2.58 ins. 

The moment of inertia about axis i-i then readily follows: 

Inertia of the two angles about their axis 2 X 1.65 = 3.30 

A)^ of these angles about common axis 4.18 X (2.58 — 0.76)* =« 13 90 

1 --*• f 1 ♦ ^ 0. 31 X lo* , ^ 

Inertia of plate, — « —^ = 20.00 

^ * 12 12 

A» of plate, 3.13 X (5.00 - 2.58)* =- 18.30 

/- 61.50 
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The fiber stress due to bending is given by / = — . 
/c = 67,ocx> X 7^ = 2800 lbs. Compressive stress. 

/* = 67,000 X r^ == 8080 lbs. Tensile stress. 
•^ 61.S 

The extreme fiber stress at backs of angles is — 12,300 — 2800 = 

— 15,100 lbs. 
The extreme fiber stress at edge of plate is —12,300 + 8080 = 

—3920 lbs. 
The radius of gyration of the section about the axis through 

the center line of the plate must now be found. Since r — \ -7 

the inertia must be found first. 

The inertia of two angles about the axis parallel to the short 
legs is 

2 X 3.38 = 6.76 

The Al^ portion is 2 X 2.09 (1.26 -h o.i6)» = 8.36 

Total inertia » 15.12 

*-=— ^ = 58.5, say 60. 
r 1.44 

/ = 16,000 — 70- = 16,000 — (70 X 60) = 11,800 lbs. 

Since wind and all other external forces have been considered this 
allowable fiber stress can be increased 25 per cent, making/ = 
14,800 lbs. This being within 5 per cent of the stress estimated 
as acting in the piece, the 15,100 lbs. fiber stress can be allowed. 

Columns 

When knee braces are omitted the building must be stiffened 

in some other way. This may be done by designing the columns 

to withstand the wind loading in each panel on the side of the 

building, by designing the lateral bracing to carry all wind 
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pressures to the ends or by assuming a division of this loading 
between the columns and the bracing. Actually the coliunns 
and bracing always share such loads, but as the proportion carried 
by each depends upon their relative stiflFness the actual loading 
becomes a matter of considerable uncertainty. Just what as- 
sumptions are best to make will depend upon the length and 
height of the building, the assumed wind pressure, the manner 
of securing the tops of the columns to the trusses and the bases 
of the colmnns to the foimdations. The assiunptions for the 
design will also depend upon the judgment of the designer. 

All bracing should be given an initial stress when erected, to 
insure its acting promptly when the loading comes upon it. 

The portion of the column above the crane girder carries the 
roof load and will be liable to buckle about an axis parallel to the 
web. The load is applied concentrically to the column. There 
may be bending on the column about this axis from wind pressure 
on the end of the building, and from thrust due to the crane 
stopping and starting on its runway which should also be con- 
sidered. 

Below the crane girder the inside angles of the column must 
transfer the crane load, including impact, to the full section of 

the column. As this transfer will occur in a short distance the - 

r 

value may be neglected, hence the angles on this side of the 

column would require a minimiun section of — ^ — = 4.13 sq. 

16,000 

ins. The two 6 in. X 3I in. X Tff'i^- angles used give an area 

of 5.78 sq. ins. and should prove ample. 

The roof load and the side of the building carried by the 
colimms being both eccentric to the axes of the columns will 
produce bending on them. 

The resultant of these two loads and the crane load will most 
likely be eccentric to the center of gravity of the colunms and 
will, therefore, produce a bending moment upon them. In 
addition to these the transverse thrust from Jhe crane and the 
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wind load on the side of the building will produce bending on the 
columns about an axis at right angles to the web. The eflfect of 
these moments will be materially reduced by the restraint at the 
column bases if the columns are fixed at that point. The maxi- 
mum fiber stress resulting from the combination of direct and 
flexural stresses should not exceed that permitted upon the 
column when the maximmn allowable stress has been reduced 
by a suitable column formula. Considering that the stresses are 
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Fig. 171. 

the resultant of wind load, crane load and dead load this reduced 
value may be increased 25 per cent. The column section below 
the crane girder must also be designed for a possible buckling 
about an axis parallel to the web, and for bending due to the 
crane thrust and wind load on the end of the building. 

The reactions at the tops of the columns are assumed as carried 
to the ends of the building by the lateral trusses in the lower 
chords of the roof trusses. As members of the lower chords of 
the roof trusses form parts of the lateral bracing such members 
should be examined to see that they will carry these bracing 
stresses in addition to those already on them from the truss load. 
The arrangement of the bracing is shown in Fig. 171. 



Digitized by VjOOQ IC 



CHAPTER XI 
DESIGN OF A RAILWAY GIRDER 

Spedfication. — Design the girders for a 68-foot span deck- 
plate girder bridge to carry a single track for Cooper's E-60 
loading, given in the table on page 71. The working fiber stress 
is to be 16,000 lbs. per sq. in. in tension and this is to be properly 
reduced by a straight-line formula for compression members. 
The allowable shearing fiber stress on the rivets will be 12,000 lbs. 
per sq. in., while 24,000 lbs. per sq. in. will be allowed in bearing. 
All rivets will be | in. in diameter and rivet holes will be reamed 
to I in. in diameter. 

The girders will be placed 7 ft. o ins. center to center. The 
imit shearing fiber stress in the web plate shall not exceed 10,000 
lbs. per sq. in. 

The dead load of the bridge, two girders, shall be assimied of 
the following weights in poimds per foot of span: 

Track 450 

Steel, girders, bracing, etc 1040 

Total 1490 

Allowable pressure between base plate and pier shall be 400 lbs. 
per sq. in. 
Bending Moments. — The dead-load bending on one girder 

WL 

equals — — at the center, at which point it is a maximum. 

o 

jlf = E^=H9?x68x68X^ = 5,167,320111. lbs. 
02 o 

The maximmn live-load bending moment will occur when the 
greatest load is on the girder, and the heavier loads near the 
center. The bending will then be a maximum with the loads so 

141 
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placed on the girder that the center of the span bisects the dis- 
tance between the center of gravity of the loads on the span and 
the adjacent wheel. The bending will be a maximimi under a 
wheel and, there being a wheel on each side of the center of 
gravity, it is necessary to consider each of the two wheels in turn 
as the adjacent wheel to see under which the bending moment is 
the greater. Care should also be taken to see if any of the loads 
in the assumed loading pass from the girder or any additional ones 
come on it, as the position will not then give a maTiTniim moment. 



^=z: 



i— f 



Fig. 172. 



With the 68-foot span under consideration to have heavy wheel 
concentrations near the center when the bridge is fully loaded, it 
is necessary to have the drivers of the second locomotive in the 
center of the span. Wheel 13 at the center of the span would 
bring wheels 8 to 18 inclusive on the span. The center of grav- 
ity of this group must now be found, and the table of moments 
on page 71 will be used for this purpose. The moment of 
wheels 8 to 18 about wheel 18 from the table is 7,525,500 ft. lbs. 
and this divided by the siun of these loads, 252,000 lbs., gives 
29.86 ft. as the distance of the center of gravity from wheel 18. 
Now placing these loads on the span in accordance with the pre- 
viously stated conditions for maximum bending we have the 
loading shown in Fig. 172. 

To determine the bending moment we must first find the left 
reaction. Take the moment of the loads 8 to 18 about load 18 
and add to it the moment of the sum of the loads on the girder 
by the distance the right pier is to the right of load 18. The sum 
of these moments divided by the span will give the left reaction. 

R = [7>S2S»Soo + (252,000 X 4-07)] -5- 68 = 125,750 lbs. 
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The bending moment under load 13 is then equal to the left 
reaction multiplied by the distance from the left pier to wheel 13 
less the moment of the loads on the girder to the left of load 13. 
These moments also are taken from the moment table. 

M = (125,750 X 33-93) - 1,831,500 = 2,435,197 ft. lbs. 
or 

M = 2,435,200 X 12 = 29,222,400 in. lbs. 

The moment must now be found under wheel 14 when the 
center of the span bisects the distance between the center of 
gravity of the loads from 8 to 18 and wheel 14. Wheel 18 will 
then be 6.57 ft. from the right pier and wheel 8 will be 0.43 ft. 
from the left pier. As the same loading is on the span as in the 
previous case the maximum bending moment may occur under 
wheel 14. The moment calculated as in the preceding case gives 
the bending under wheel 14 as 28,407,360 in. lbs., which is less 
than that found under wheel 13 in the preceding case. 

To the maximmn live-load bending must be added the dead- 
load bending and the bending due to impact. The customary 
allowance for the latter varies with the designer but will here be 
taken as that given by the formula 



\L + 300/ 



\L + 300/ 

/ = impact to be added to the live-load strain. 
S = calculated maximum live-load strain. 
L = length of loaded distance in feet which produces the 
maximum strain in the member. 

The percentage increase in the Uve-load stress to cover impact in 
this problem is 

—^^ = 81.5 per cent. 
68 + 300 

The maximum impact allowance then is 29,222,400 X 0.815 = 
23,816,256 in. lbs. 
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The total maximum bending moment becomes: 

Dead-load bending 5,167,320 in. lbs. 

Live-load bending 29,222,400 in. lbs. 

Impact allowance 23,816,260 in. lbs, 

58,205,980 in. lbs. 

In designing a girder it is usually only necessary to determine 
the maximum bending moment, so the above method is all that 
is required. If it is desired to determine the bending moments 
for a number of points along the span this can readily be done 
by the graphical method explained on page 47; this method 
has been used to determine the maximum moment and is shown 
in Fig. 173. This diagram gave the maximiun moment as oc- 
curring under load 13 when at the center of the span, and the 
amoxmt of the bending moment was estimated at 29,400,000 
in. lbs., this moment differing from that calculated by less than 
I per cent. The calculation gave wheel 13 as 0.07 ft. to the left 
of the center of the span which is in very close accord with the 
diagram. 

Maximum End Shear. — A diagram of maximmn shears will 
be drawn (see Fig. 175 and explanation on page 49). The end 
shear will also be calculated. The maximum shear on any 
section will generally occur when the span to the right of that 
section is fully loaded. In the case of locomotive wheel loads, 
owing to the considerable difference in weight between the pilot 
wheel I and the first driver 2, the maximum shear may occur with 
wheel 2 at the section rather than with wheel i there. In this 
case placing wheel 2 over the left pier will bring wheel 13 on the 
span 2 feet from the right pier. The reaction then is 

R = io>392,ooo + (318,000 ~ is,ooo) X 2 ^ jg^ ^^1^3. 
68 

The diagram of maximmn shears checks this value of the end 
shear and shows that the maximmn shear occurs with wheel 2 at 
the pier instead of with wheel i there. 
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Dead-load Shears. — The weight per foot of one girder was 

previously estimated at 735 lbs. The dead-load end shear, being 

one-half the weight of the girder, is equal to 735 X ^- = 25,000 

lbs. The dead-load shear varies uniformly across the girder 

changing from this value at the end of the span to zero at the 

2 '^ 000 

middle; it will, therefore, be^^^^ = 12,500 lbs. at the quarter 

2 

point. 

The impact shear will be given by the formula that was used 

for impact bending, / = S(y^ ). This gives the impact 

\L + 300/ 

81.5 per cent of the live-load shear when the girder is fully loaded, 

and the impact shear becomes 0.815 X 161,735 = 131,810 lbs. 

Combining the several end shears we have: 

End shear, dead load 25,330 lbs. 

End shear, live load 161,735 lbs. 

End shear, impact 131,810 lbs. 

318,875 lbs. 

Allowing a unit shearing stress of 10,000 lbs. per sq. in, requires 
a web area of 31.9 sq. ins. A web plate 80 ins. deep and ^^ in. 
^ thick has an area of 35.0 sq. ins. and is ample. 

Flange Area and Selection of Sections. — It is common 
practice to assume the effective girder depth, that is, the distance 
between the centers of gravity of the girder flanges, as approxi- 
mately the distance back to back of the flange angles. After the 
flange sections are chosen their centers of gravity are determined 
and this distance compared with the distance first assumed; if 
the error is small no correction is made, otherwise the distance 
is taken as the calculated distance between the centers of gravity 
of the flanges and new flanges are determined and a new selection 
of sections is made. 

The girder has been assumed as having an 8o-in. web plate and 
the angles will be set out J in. on each side from the edge of the 
plate to avoid the possibility of the plate extending beyond the 
angles. The effective depth will be taken as 80.5 ins. The 
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allowable working fiber stress being 16,000 lbs. per sq. in. the 
net flange area is found by dividing the maximum bending 
moment in inch pounds by the product of the aUowable fiber 
stress and the girder depth. 

Net flange area = -p-^ — ^^ — = 45.2 sq. ins. 
16,000 X 80.5 

This area will be made up of the following sections: 

One-eighth web area « J X 35.0 « 4.4 sq. ins. 

Two 6 X 6 X i-in. angles, less 4 rivet holes 13 . 9 sq. ins. 

Three 14 X f-in. plates, less 2 rivet holes 27 . o sq. ins. 

Total area 45 . 3 sq. ins. 

This is sufficiently near the 45.2 sq. ins. required. The rivet 
holes have been assumed as i in. in diameter. As the calculated 
distance between the centers of gravity of the flanges exceeds 
that assumed by 0.20 in. the section assumed will be sUghtly 
larger than required, about J per cent. This is an unimportant 
difference and will be neglected. 

The live-load shears will be taken from the diagram of maxi- 
mum shears, Fig. 175, and to these shears will be added the dead- 
load and impact shears. 





Shears in pounds. 




End. 


Japan. 


J spaa. 


Dead load 


24,990 
162,000 
131,800 

318.790 


12,495 
99,000 
82,500 

193.995 





Live load 


46,000 
40,400 
86,400 


Impact 


Total end shear 







At the quarter point, when wheel 2 is at this section, the 
loading extends on the girder 59 ft. from the right pier and 
according to the formula the percentage of live-load shear to be 

allowed forimpact is — ^^ = 83.5 percent. The impactshear 

59 + 300 

is 99,000 X 0.835 = 82,500 lbs. In the same way the allowance 

for impact at the center of the span is found to be 40,400 lbs. 
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Stiffening Angles. — The end stiffeners act as columns, but as 
the load is shared by the web and as their length is short they are 
generally estimated by using the allowable fiber stress but not 
reducing it by a column formula. The area required in the end 
stiffeners then is 

Max. end shear 3x8,875 

= v> > #N> = 10.03 sq. ms. 

16,000 16,000 

Four S in. X 32 in. X IH^. angles, having a combined area of 4 X 
5.38 = 21.52 sq. ins., will be used. The intermediate stiffeners 
are not usually calculated. Angles of the same dimensions but 
of lighter section are used. The intermediate stiffeners will be 
made two 5 in. X 3I in. X |-in. angles. 

The four end stiffeners being over the end bearing plate, the 
rivets will be assumed as transferring the end shear from the web 
to the four angles; that is, the load will be assumed as distributed 
over the entire number of rivets in the two pairs of stiffeners. 
The rivets will be \ in. in diameter and will be in double shear 
and will bear on the ^g^-in. web plate. Allowing a shearing fiber 
stress of 12,000 lbs. per sq. in. and a bearing fiber stress of. 
24,000 lbs. per sq. in. the rivet value in double shear is 14,430 lbs. 
while the value in bearing is 9190 lbs. The number of rivets 

required in the two pairs of end stiffeners is ^ — ^— ^ = 35' 

9190 

Lengths of Flange Plates. — The flange-plate lengths can be 

approximated as in Fig. 176. Lay off a line representing the 

span of the girder to scale and at its center erect a perpendicular 

representing to scale the calculated net flange area, in this case 

45.3 sq. ins. Now upon the span as a base and with the 45.3 as 

an altitude draw a parabola. The parabola construction is shown 

in the dotted lines. Starting at the base line lay off in succession 

distances representing one-eighth the web area, 4.4 sq. ins. ; the 

net area of the two flange angles, 13.9 sq. ins.; and the net area 

of the three flange plates, 9 sq. ins. each. The distance measured 

along the lower line of any section between the sides of the 
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parabola gives the theoretical length on the assumption that 
the bending moment across the girder varies as the ordinates in 
the parabola. This is not exact, although approximately true. 
Were greater accuracy desired the bending moments could be 
estimated for intervals along the girder and the corresponding 
moment diagram drawn, which could then be used instead of 
the parabola. 

It is customary to take lengths of plates slightly exceeding 
the lengths determined in the way just described. The following 
are the scaled lengths and the lengths used. 



Actual length. 

Ptl 

Outside plate, top and bottom 30 33 

Middle plate, top and bottom 43 46 

Inside plate, top S3 70 

Inside plate, bottom S3 5^ 



Flange Rivets. — First consider the rivets in the vertical legs 
of the flange angles securing these angles to the web plate. 
The rivets transfer the change in horizontal shear from the 
flanges to the web plate. The flange forces acting at intervals 
along the girder can be determined and the change in this force 
between adjacent sections used to estimate the number of rivets 
required. The change in flange force divided by the rivet value 
will give the niunber of rivets between the two sections. Be- 
sides this change in horizontal shear the rivets also transfer the 
vertical loads to the web through the upper flange rivets. The 
maximum wheel concentrations are usually considered as dis- 
tributed over three ties or approximately 36 ins. along the flange. 

These two shears can be combined in the following manner: 
Find the change in flange force per inch of span by dividing 
the difference between the flange forces acting at two adjacent 
sections by the distance between these sections; this will give 
the average change of flange force per inch of span between the 
sections chosen. The vertical shear transfelrred from the angles 
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to the web plate per inch of span will be the maximum wheel 
concentration divided by 36 ins. The square root of the sum of 
the squares of these two quantities will give the resultant shear 
per inch of span within the given section and the rivet value 
divided by this resultant shear per inch will give the rivet spacing 
in this section. 

The rivet value referred to is the lower of the two values in 
bearing or shear. 

The following is the commonly used and less tedious method 
of determining the flange riveting. The rate of change in flange 
force per inch at a section is given by 

where 

V = maximum vertical shear in pounds at the section. 

h = the distance between rivet rows in top and bottom 

flanges, measured in inches. Where there are 

double rows of rivets in the vertical legs of the 

flange angles h is the average distance. 

Where the web is assumed as resisting bending the value/ 

should be reduced as the rivets are not required to provide 

strength to secure that part of the flange to the web which is 

already an integral part of it, that is, the one-eighth web area. 

A = total net area of flange, and 
a = one-eighth web area, then the reduced force becomes 

As before the vertical shear per inch transferred by the rivets 
due to the maximum wheel concentration is 
r Max. wheel load 

^' 1^ 

and the resultant shear per inch of span at the section imder 
consideration is 
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The rivet spacing then is 

Rivet value 
P^ 7 

h 

The rivet spacing is generally made the same in the two flanges. 

The rivet spacing will now be estimated for the ends of the 
girder. 

The average distance h in this case is 80.5 — (3 X 2.25) = 
73-75- 

/, = Zx^=^^Moo^ (4-4 + i3-9 + 9)~44 ^ 63olbs. 
h A 73.75 4.4 + 13.9 + 9 

h = ^^ = 835 lbs. h = V36302 + 8352 = 3730 lbs. 

The rivet value in bearing for |-in. rivets at 24,000 lbs. per 
sq. in. is 9190 and the rivet spacing then \sp = f }f ^ = 2.46 ins. 
Use 2j-in. spacing. 
Rivet spacing a distance of one-quarter the span from the piers, 

/, = I X ^ = ^94.°°° X 31.9 ^ ,3,0 lbs. 
A ^ 73-75 X 36.3 

As found before, 

/2 = 83 5 lbs. 

h = ^23 lo^ + 835^ = 2460 lbs. 

P = lilv = 3-73 ins. 
Rivet spacing at the center, 

^ VX{A --a) ^ 86,400X40-9 ^ lbs. 

•'' hxA 73-75 X 45-3 

/» = Vio55« + 83s* = 1350 lbs. 
^ = !JU = 6.8 ins. 

The rivet spacing may be calculated for the several panels by the 
method just shown or it will be given with sufficient accuracy 
by laying off, at right angles to a line representing the span, 
ordinates showing to scale the rivet spacing at the ends, the 
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quarter points and the middle of the girder and then connecting 
the adjacent points with lines. The spacing at any section may 
be found by scaling the distance from the axis to the line just 
drawn at the particular section. 

Riveting of the Flange Plates. — From what has been stated 
concerning riveting the legs of the flange angles to the web plate 
it will be evident that the rivets connecting the flange plates to 
the angles are called upon to do much less. A common practice 
is to put in rivets securing the plates to the angles and have them 
stagger the rivets in the vertical legs. This prevents the inter- 
ference of the rivets and furnishes more than sufficient rivets. 
Where there is no liability of interference this practice need not 
be followed. The number of rivets required to secure a plate in 
place and develop its strength can be estimated by multiplying 
the net area of the plate by its working fiber stress and dividing 
this by the proper rivet value. In this girder the plates are 
14 X f in. and the net area is 9 sq. ins. ; at 16,000 lbs. per sq. in. 
the force in the plate is 144,000 lbs. and the rivets being | in. 
in diameter and in single shear their value is 7215 lbs., which is 
less than the bearing value and must, therefore, be used. The 
number of |-in. rivets in single shear to transmit 144,000 lbs. is 
144,000 ^ ^Q 

7215 

The middle plate being 46 ft. long and the top plate 33 ft. long, 
the middle plate extends 6.5 ft. beyond the top plate at each end 
and the full strength of this middle plate must be developed in 
6.5 ft. 

The rivet spacing, considering that the rivets are in a double 

row, must not exceed 

6.5 X 12 o . 

-^^ = 7.8 ins. 

10 

The spacing ordinarily does not exceed 6 ins, and in this class 
of work is frequently specified not to exceed 4 ins. The rivet 
spacing is also commonly made less at the ends of the plates and 
opposite open holes left for field rivets. 
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Wind Bracing.'*' — The wind pressure will be assumed as a 
horizontal pressiure of 30 lbs. per sq. ft. acting upon the side 
of the girder and upon a train assumed as having an average 
height of 10 ft. and starting 2 ft. 6 ins. above the rail. The wind 
load will be assumed as transferred to the ends by bracing in the 
plane of the upper flanges of the truss. At the ends it will be 
transferred from this bracing to the piers through diagonal cross 
bracing. Lighter intermediate cross frames will be inserted at 
intervals along the span to act as spacers and to stiffen the 
girders, but these are not usually calculated. Fig. 177 shows a 
plan of this bracing in the plane of the upper flanges and Fig. 180 
is the stress diagram. The apex wind loads must now be esti- 
mated. The depth of the girder exposed to the wind pressiure is 
approximately 7 ft., which, with the assumed train height, makes 
a total of 17 ft. 

The wind load per foot is 17 X 30 = 510 lbs. If the bracing 

is divided into 13 panels the apex load is ^ '— = 2750 lbs. 

The reaction is 510 X V" = i7>8so lbs. 

The diagonals will have to resist both tension and compression. 
The maximum stress acts in piece JK whose length is approxi- 
mately 8 ft. 6 ins. The stress in it is 20,400 lbs. Allowing 

I 12 

- = 120 the smallest radius of gyration permitted is 8.5 X — = 
f 120 

0.85. 

Tryinga6in. X 4in. X ^-in. angle the value of - = — — = 116. 

r 0.88 

The allowable stress per square inch is 
/ = 16,000 — 70- = / = 16,000 — (70 X 116) = 7880 lbs.. 

The total load carried by the 6 in. X 4 in. X i-in. angle is 4.75 X 
7880 =37,500 lbs. 

* Paragraph 144 of the specifications would make the loading greater than 
that used here. 
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To develop the full strength of this piece, using J-in. rivets in 
single shear having a rivet value of 7200 lbs. and allowing 25 
per cent extra, as the rivets are field driven, would require 37,500 

X — ^ = 7- 
7200 

The maximum stress in a strut will be that in the end frames 
which will be assmned as one-half the reaction, or '^ ^ = 8925. 

Its length is 75 ins. If - = 120, r = -^ = 0.625. This requires 

an angle not less than 3J ins. X 3^ ins. and one angle 3J ins. X 
3J ins. X I in. will carry, according to the formula, 

/ = 16,000 — 70 - = 16,000 — (70 X 108) = 8440 lbs. 

The total load is 2.49 X 8440 = 21,000 lbs. 

The number of J-in. rivets to develop the strength of this 

section as a column is 21,000 X -^— ^ = 4. 

7200 

The number of rivets between the connecting plate and the 
girder may be determined as in Fig. 179. Lay oflf on a line 
parallel to PQ a distance representing the number of rivets in 
PQ and similarly for RS, as one of these is in compression and 
the other in tension their components along the main girder flange 
will be in the same direction, and hence the number of rivets 
between flange and plate can be determined by projecting these 
lengths upon the horizontal line which here scales 10 rivets. 

End Diagonals. — The end diagonals are 7 ft. 8 ins. long. 
When one is in tension the other will be assumed in compression. 

The load carried by the piece is 12,600 lbs. If - is not to exceed 

120 then r = yVV == 0.78. 6 in. X 4 in. X f-in. angles will meet 
this requirement and, the area being 3.61 sq. ins., is more than 
ample to carry the load. 

Web Splice. — When the web is assimied as only resisting shear 
the splice is calculated to provide for the maximum shear at the 
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spliced section. When, however, the web is assumed as resisting 
bending, that is, one-eighth of the web area is taken as acting 
at the flanges, then the splice plates and rivets must be designed 
to resist a corresponding bending moment. The depth of the 
splice plate will be the distance between the edges of the verti- 
cal legs of the flange angles. In this case, allowing ^ in. for 
clearance, the depth of the splice plate will be 80.5 — (12 -f- i) = 
68 ins. 

The fiber stress at the center of gravity of the flanges was 
assumed as 16,000 lbs. per sq. in. The distance from the neutral 
axis of the girder to the center of gravity of a flange was assmned 

as — ^ = 40.25 ins. The fiber stress at the top of the splice 
2 

plate will be (16,000 X ^) -^ 40.25 = 13,500 lbs. per sq. in. 

The bending moment resisted by the web is r X depth 

8 

of girder X fiber stress = Af = ^ X 80.5 X 16,000 = 5,635,000 

in. lbs. The area of the splice plate required to resist this 

moment is determined by a calculation similar to the one made 

for the web plate. This area is 

J 8 X bending moment at section, in. lbs. 

depth of splice plate, ins. X extreme fiber stress, lbs. per sq. in. 

A 8 X 5,635,000 

-4 = ■ ^ "^^ ^^' = 40.0 sq. ms. 

68X13,500 ^^ ^ 

The thickness of each of the two splice plates then is 

t = -^ = 0.36 in. 
2X68 ^ 

If the rivet farthest from the neutral axis develops its full 
rivet value the stress upon any other rivet will be proportional 
to its distance from the neutral axis and the moment due to any 
rivet being also proportional to this distance the total resisting 
moment of a single row of rivets similarly arranged about the 
neutral axis is 

j^ ^ 2 X rivet value ^ , 

yi 



Digitized by VjOOQ IC 



156 



GRAPHICS AND STRUCTURAL DESIGN 



Here 
M = resisting moment in inch pounds of one vertical row of 

rivets. 
R = rivet value, in poimds. (The lower of the values in 

bearing or shear should be used.) 
y = distance of the rivet from the neutral axis, in inches. 
yi = distance from the neutral axis to rivet in splice plate 
farthest from the neutral axis. 

Assuming the following distances of the rivets in one row above 
the neutral axis, the following values are calculated for y^ in 
Fig. 182. 





Fig. 182. 



Fig. 183. 
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The rivet value of a |-in. rivet bearing in a iV"^- pl^^e is 
9190 lbs., hence the moment of one row of rivets spaced as 
assumed is 

jif ^ 913E X 3954 = 2,240,000 in. lbs. 

32.5 
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The number of rows required on this basis is 

2,240,000 

This would take three rows or a rearrangement of the rivet 
spacing to increase the nimiber of rivets in the vertical row and 
at the same time the moment of the rivet group. 

There are several other forms of splices, one of which, see Fig. 
183, consists in replacing the one-eighth of the web area by straps 
placed on each side of the flange angles. As ordinarily calculated 
the area of the strap is to one-eighth web area as the distance back 
to back of the flange angles is to the distance a center to center of 
straps. If the straps are 9 ins. wide the distance center to center 
of straps will be 59 ins. 

Oi. 4-4 X 80.5 ^ 

Strap area = ^^-^ "^ = 6.0 sq. ms. 

59 

The niunber of rivets on each side of the strap will be 

6.0 X 16,000 . ^ 

= 10.4, say II nvets. 

9190 

The central plates are designed to resist the maximum vertical 
shear at the section. 

Still another method is to splice the web where excess material 
in the flange makes provision for all or part of the bending as- 
sumed as taken by the web and then design the splice for the 
maximum shear and any bending not otherwise provided for 
occurring at the section. 

In the problem in hand the web splice is made 20 ft. from the 
piers, and the shears at this point are dead-load shear 10,300 lbs., 
live-load shear 90,000 lbs., and the impact allowance 76,000 lbs., 
making a total shear of 176,300 lbs. This would require twenty 
|-in. rivets to provide for the maximum shear at this point. 
There is more than sufficient surplus material in the flange (see 
Fig. 176) to care for the bending assumed as coming upon the 
web, so that a splice designed for shear only would prove ample. 
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Flange Splices. — For the ordinary girder spans splices in the 
angles and plates of the flanges are not quite so likely to be 
required as in the web. When such splices are required the same 
general principles may be foUowed as in the case of the web 
splice. Splice plates may be placed where angles or plates are 
cut or the cut may be made where the flange plate would other- 
wise end and then the splice may be made by continmng the 
flange plate beyond the cut. This affords one of the neatest 
ways of splicing the angles or flange plates. 

Bed Plates. — The area of the bed plate allowing 400 lbs. per 
sq. in. on the masonry will be the reaction divided by 400 or 

^^"1^ = 797 sq. ins. 
400 

In small girders carrying light loads the connection between 
the girder and the masonry may be made by the use of a couple 
of rolled plates. These should extend but a few inches beyond 
the flange plates as the usual depth of about i in. is not stiff 
enough to transmit much load to the pier beyond the edges of 
the flange plate. The bed plate rests upon the masonry while 
the sole plate lies on the bed plate and carries the girder. At 
one end the girder is held firmly in place by both sole and bed 
plates having round holes a little larger than the foundation 
bolts. At the other end the holes in the sole plates are slotted, 
permitting the movement of the sole plate across the bed plate 
due to the expansion and contraction of the girder. The plates 
at the moving end should be planed. 

Where heavy loads are carried upon girders of short span, 
greater depth of bed plates may be required; this type of cast- 
iron bed plate is shown in Fig. 188. 

In the longer spans, exceeding 75 to 80 feet, greater provision 
must be made for expansion and also more care used to distribute 
the load on the masonry. One way of doing this is shown in 
Fig. 189. Here both ends of each girder are carried on pins, 
while one end rests on friction rollers. The pin assists the distri- 
bution of the pressure uniformly over the rollers, if the webs of 
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the pedestal are of ample depth. The method of calculation 
would be as follows: Assumiag the rollers 4 ins. in diameter the 
allowable load per inch of roller length is L = 1200 V5, where 
L = load in pounds and d = diameter of roller in inches. L = 
1200 V4 = 2400 lbs. 

The combined lengths of all the rollers in the nest is ^ — ^^^ = 

2400 

133 ins. Making the rollers 23.5 ins. long would require -^ ^ 

6 rollers. The bearing area between pin and web is^ — ^^^ = 

24,000 




Fig. 189. 

13.3 sq. ins. If three i-in. web plates are used the projected area 
is 3 ins. X i.op in. X 6 ins. = 18 sq. ins., and the area will be 
more than ample. 

The web plate is 45 ins. long and the load is to be distributed 
ovei* it. A rough approximation of the depth of the web from 
the bottom of the pin to the lower edge of the web plate may be 

made by considering it a beam section. M = o* —/'•"°°"'T~> 

e o 
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here d = depth of the web in inches, b = combined thickness of 
the webs in inches. 

M « 318,790 X ^ = 16,000 X 3.00 X -r, from which d = 

o O 

15 ins. In this calculation no account has been taken of the 
angles and plate secured to the lower edge of the web plates, so 
that the is-in. depth used should prove ample. The rollers are 
kept in place by two flats held by three rods shown at the ends 
and the middle. Angles at the sides secured to the bed plate 
prevent the rollers /rom moving laterally. The bending on the 
pin is 

228222020^ ^ ^ i^. lbs. 

3 

On the basis of an allowable extreme fiber stress in pins of 
22,000 lbs. per sq. in. a pin 6 ins. in diameter will resist a bend- 
ing moment of 466,500 in. lbs., so that in this way the pin is 
exceedingly strong. 

The methods indicated illustrate a couple of the simplest 
methods used for securing girders in place. 
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CHAPTER XII 
CRANE FRAMES 

Figure 190 represents a frame for an iinderbraced jib crane. 
The live load it is to carry is 3 tons (6000 lbs.). To this must be 
added an assumed weight of block, trolley, chain, etc., and this 
will be taken at 500 lbs. The total live load thus becomes 
6500 lbs. The dead load is made up of the weight of the frame 
and hoisting machinery and will be assumed at 2000 lbs. The 
line of action of this dead load will be taken at three-tenths of 
the efifective radius from the mast, or 11.75 X 0.3 = 3.5. The 
equivalent load at apex i will be the load that would produce the 
same amount on the mast, and is 2000 X ^tt = ^^^ ^^s. 

The chain pull at different points in its length will be estimated 
upon an assimaed efficiency of each sheave of 97 per cent, thus 
above the jib the chain pull will be 6500 -?- (2 X 0.97^) = 3460 
lbs., while parallel to the mast it is 6500 t- (2 X 0.97^) = 3560 
lbs. The pull on the racking chain will be assumed at 1000 lbs. 

The maximum direct stress will occur in the bracing when the 
load is at its maximum radius. To determine the direct stresses 
graphically the apex loads must be found. To calculate the 
equivalent apex load at i (Fig. 191), when the load is at its 
maximum radius, take moments about point 3. The equivalent 

apex load at i = 6500 X — ^ = 7650 lbs. 

10 

The upward reaction at point 3 is 7650 — 6500 = 1150 lbs. 

The diagram (Fig. 192) gives the combined live- and dead-load 
stresses; these can be determined with greater accuracy if done 
separately but this diagram is sufficiently accurate in this instance. 

The jib will have to be considered for bending both when the 
load is at its maximum radius and when the trolley is between 

162 
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Fig. 1 90. 
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Fig. 193. 



Fig. 194. 



Fig. 195. 
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points X and 2« Here the span is 60 ins. and the distance center 
to center of the trolley wheels is taken as 24 ins. Although 
commonly discussed as a central load the position of maximum 
bending will here be assumed accurately; that is, when a wheel is 
one-quarter the distance between the wheels from the center of 
the span. Here this distance is \* = 6 ins. (see Fig. 193). The 
load of 6500 lbs. being carried upon four wheels the load on two 
wheels or an axle is ^^^-^ = 3250 lbs. The reaction 

R^ , (3250 X 24) + (3250 X 48) , ^^ tbs. 

60 
Ri = 6500 — 3900 = 2600 lbs. 
The direct stress in the section of the jib carrying the trolley is 
given by Fig. 194 as 6600 lbs. 

Fiber Stresses. — Crane frames are liable to considerable 
shock. The usual method of caring for this is to take a lower 
working fiber stress than is ordinarily used in structures not sub- 
jected to shock. These fiber stresses run from 10,000 lbs. to 12,000 
lbs. per sq. in. for mild steel, which is the material commonly used 
for crane frames. The allowable stress in colimms is the above 
properly reduced by a suitable column formula. As it is difficult, 
if not impossible, to stiffen some parts of crane frames — the jib, 
for instance, in the present problem — the allowable stress in 
members acting as beams must be reduced to prevent buckling 
of the compression flange; see curves, page 100. 

Selection of Jib. — The load at the maximum radius creates 
a direct stress in the jib of 13,900 lbs.,, in tension. The hoisting- 
chain pull is 3640 lbs., while the pull in the racking chain is 
1000 lbs.; this creates a force of 1000 lbs. acting in the jib when 
the trolley is pulled back and of 2000 lbs. when the trolley is 
drawn forward. The average height of the two racking chains 
from the center of the jib is taken as 8 ins. Calling tension +, 
and compression — , we have: 

Direct stresses in jib. 

Stress due to live and dead loads + I3»900 lbs. 

Stress due to hoisting rope — 3,460 lbs. 

Stress due to racking rope — 2,000 lbs. 
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The greatest stress then is the combination of the stress due to 
live and dead loads with the stress due to hoisting. The racking 
force will not be considered as it gives a lower stress than the 
above combination. The maximmn stress is 13,900 — 3460 = 
10,440 lbs. in tension. 

The bending moment is (6500 X 23) — (3460 X 14) = 
101,060 in. lbs. The stress must now be considered when the 
trolley is between points i and 2. The maximum .bending = 
ifi X 24 = 2600 X 24 = 62,400 in. lbs., due to the hook load. 
To this must be added the bending due to the hoisting- and rack- 
ing-rope pulls. The former is M2 = 3460 X 14 = 48,400 in. lbs. 
That due to the latter is Mz = 2000 X 8 = 16,000 in. lbs. The 
total bending is 62,400 + 48,400 + 16,000 = 126,800 in. lbs. 
The direct stress is 6600 — 3460 — 2000 = 1140 lbs. 

The influence of span to flange width must now be considered. 
Trying 8-in. channels at 11 J lbs. per foot the flange width is 
2.26 ins., and the span being 60 ins. it follows that 

Span 6^^^^ 

Flange width 2.26 

On the cantilevered section. 

Span 23 

*- = — ^ = 10.2. 

Flange width 2.26 

From the curve the allowable stress should not exceed 90 per cent 
of the maximum desired, so that allowing a maximum working 
fiber stress of 10,500 lbs. per sq. in. it reduces to 10,500 X 0.90 
= 9450 lbs. per sq. in. 
The section modulus for an 8-in. channel at 11 J lbs. is 8.1; 

hence, since M = /- and the bending has been calculated for two 
e 

channels, we have 

- Me 126,800 ^^ o o lu 

/ = ^r = ^ X 8.1 = 7850 lbs. 

/ 2 

The direct stress per square inch = -^^ X 3.35 = 170 lbs. The 
8-in. channels at iii lbs. wiQ be satisfactory. 
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Member AH. — The length of this piece is 7 ft. and the 
force acting in it is 16,100 lbs. This member is in compression 

and as it cannot be braced and its - value must be limited to 140 

r 

the least radius of gyration will have to equal or exceed -i^-^ = 

0.60. Seven-inch channels will be required and their radius of 

gyration is 0.59. According to the abridged form of Ritter's 

formula for soft or mild steel 

10,000 \r/ 10,000 

and the total allowable load on two 7-in. channels at 9J lbs. per 
foot or 2.85 sq. ins. in the section is 3550 X 2 X 2.85 = 20,300 
lbs., which is satisfactory. 

Member AF. — This is a compression piece carrying a load 
of 17,700 lbs.; its length is approximately 13 ft., but, as it can be 
braced across, its greatest length need not exceed the length of 
the piece HA, and as the force acting in it is about the same as 
in the preceding piece it will be made of the same section, 7-in. 
channels at 9! lbs. per ft. 

Member FQ. — This is also a compression piece; its length 
is 60 ins. and the force acting in it is 10,500 lbs. Assuming as 

before that the - value shall not exceed 140, r must not be less 
r 

than yYtt ~ ^•43* Trying 5-in. channels at 6| lbs., which have 

/ 60 
f = 0.50, we find - = = 120. Substituting, as before, in the 

colunm formula gives 

-1 10,500 10,500 „ 

/!= ;:5_^^=-^ = 4300 lbs. 



1+ X - 

10,000 Xfi 

The total allowable force on the piece is 4300 X 2 X 1.95 = 
16,700 lbs., and these channels will be used. 

Mast. — For most positions of the trolley the mast will be in 
tension. The position of maximum compression will require the 
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The sever- 



trolley to be placed as close to the mast as possible, 
est stress on the mast will be due to the bending. 

The horizontal reaction at the upper pin can be found by taking 
moments about the lower pin. 
R X 13.75 = (6500 X 11.75) + [(2000 X 11.75) -^ 4] = 6000 lbs. 

The bending at the upper portion of the mast equals 6000 X 
22 = 132,000 in. lbs. The mast also resists bending due to the 
5-in. channels which fall below the line of intersection of the other 





.1|L._.L 

Fig. 197. Fig. 198. 

pieces at apex 3. The reaction on the mast due to this force in 
FG, the horizontal component of which is 6800 lbs., is 

J, 6800 X II . 1, 

Ai = = 6230 lbs. 

12 

and the bending is 

M = 6230 X 12 = 74,760 in. lbs. 
This bending is in the opposite sense to that due to the force on 
the pin. 

The bending due to the hoisting-rope pull must now be deter- 
mined. The horizontal reaction at apex 3 due to the rope pujl on 
the dnun is found by taking moments about apex 5, from which 

Fx=i562i<JJ=x73lbs. 

12 X 12 
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The maximuin bending due to the rope pull then is 
Af = 173 X 90 = 15,570 in. lbs. 

c». 1^ r^ I M 132,000 

Since M ^f -J - = — - = -^i-^ — s 12.5. 

e ^ J 10,500 

This is for two cihannels, or 6.25 for one, and would require 7-in, 
channels were there no direct stress. Try 8-in. channels, the 
area of two such channels being 2 X 3.25 = 7.0 sq. ins. The 
direct stress previously found was 9100 lbs. and the unit fiber 

stress is ^ — = 1300 lbs. per sq. in. The fiber stress allowed for 
7.0 

bending then is 10,500 — 1300 = 9200 lbs. per sq. in. It follows 

that 

/ M 132,000 

e f 9200 

This will take two 8-in. channels at ii^ lbs. whose section 
modulus is 2 X 8.1 = 16.2. 

The resulting moment at any section is the intercept between 
the heavy lines in Fig. 198. 

Design of Frame for Top-braced Jib Crane 

The capacity of the crane is to be 5 tons (10,000), at a maximum 
radius of 20 ft. The weight of the trolley, hook and chain will be 
assumed at 600 lbs. The dead load of the frame and machinery 
will be taken as 3000 lbs., and its center of gravity, or line of 
action, will be considered as one-fourth of the crane radius from 
the mast, or -Y- = 5 ft. The load which, acting at apex i, would 
produce the same moment on the mast as the frame weight is 
M^ ^ 750 lbs. 

The maximmn fiber stress in tension is to be 12,000 lbs. per 
sq. in. In compression the maximum fiber stress will be 12,000 
lbs. per sq. in., properly reduced by a colmnn formula. The 

value of - will be limited to 140. 
r 
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The skeleton of the frame is shown in Fig. 199, .while the 
stress diagram is represented by Fig. 201. The total equivalent 
load at apex i is the sum of the live load, 10,000 lbs., the weight 
of the trolley, hook and chain, 600 lbs., and the equivalent frame 
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load, 750 lbs., maJdng a total of 11,350 lbs. The horizontal re- 
actions at points 4 and 6 can then be found by taking moments 
about apex 6. 

R = iM5^Alo ^ ^8 lbs. 
17.7s 

These several external forces can now be located at the proper 
points and the stress diagram drawn in accordance with the 
principles given in Chapter II. 

Selection of Members. — The members CE and HB are in 
tension and having about the same stress acting in them will be 

made of the same section. The net area required is ^ 



,000 



12,000 
4.50 sq. ins. 

Trying two 4 in. X 3 in. X tV'^^- angles, and assuming |-in. 
diameter holes for f-in. rivets, the net area afforded by these 
angles is 

Net area of two 4 in. X 3 in. X ^-in. angles = (2 X 2.88) — (2 X 
0.38) = 5.00 sq. ins., which is satisfactory. 

The member CF will also be made of the same section, as it 
is very short. 

Member OH. — The maximum stress for this member occurs 
when the load is at apex 2. The stress, given by Fig. 202, is 

27,000 lbs. The net area required then is -^ — = 2.25 sq. ins. 

12,000 

Trying 3 in. X 3 in. X i-in, angles, two of which have an area of 

2 X 1.44 = 2.88 sq-. ins., and allowing one |-in. diameter hole for 

a f-in. diameter rivet to an angle the net section for two angles 

is 2.88 — (2 X 0.22) = 2.44 sq. ins., and these angles will do. 

Members AQ and AH. — These members will be subjected to 

combined compression and flexure, and as it is diflacult to brace 

these members laterally, due consideration must be given to the 

reduction of the fiber stress to provide for the column action of 

the compression flange. The axle load is — ^-^ =53^5 lbs. 

2 

The maximmn bending on the lo-ft. span will occur when one of 
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the wheels is one-fourth the distance between the wheels from 
the center of the span. 
Finding the reactions we have 

R^ = (53^5 X 54) + (53^5 X 78) ^ ^ lbs. 

120 

Then Ri = 10,650 — 5860 = 4790 lbs. 

The maximum bending moment on the span then is 

M = i?i X 54 = 4790 X 54 = 258,660 in. lbs. 

The maximum stress will occur in these pieces in member HA 
when the load is located as shown in Fig. 204, and the direct 



Ri 



-^^t 



3?=^ 



^. 



78-- -^-^ >h *a^'- 

lao^.J H 

4790*" ^io** 

Fig. 204. 

stress is given by Fig. 203. To determine this stress the reaction 
at apex i must be found when the load is in the above position. 

Under this loading the apex load at i is i?2 = 5860 lbs. plus the 
equivalent frame load at i, which is 750 lbs., these making a total 
of 6610 lbs. 

The direct stress is foimd to be 31,000 lbs. 

The jib will be assumed as braced in two places, so that it will 
be approximately braced laterally at intervals of about 8 ft. 

This bracing can be only a light frame, generally made of a 
bent angle that must clear the trolley. The total bending on 
the member AH is due to the vertical loading used in deter- 
mining the 258,660 in. lbs. just calculated, and in addition to 
this there is bending due to the hoisting-rope pull and the rack- 
ing-rope pull, both of which act to produce bending of the same 
character on the beam and must therefore be added to the bend- 
ing moment just found. 
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The bendii^ moment due to hoisting-rope pull = 5650 X 19 
= 107,350 in. lbs. 

The bending moment due to the raddi^-rope pull = 1000 X 9 
= 9000 in. lbs. 

The total bending moment then is 258,660 + 107,350 + 9000 
= 375,010 in. lbs. Assuming that a section will be tried whose 
flange width is 3 ins., the ratio of imsupported part of span to 

flange width is = 32. 

3 
From the curve on page 100 the allowable fiber stress in com- 
pression for this ratio of length to flange width is about 85 per 
cent of the maximum desired. The allowable fiber stress is 
12,000 X 0.85 = 10,200 lbs. per sq. in. If we try 12-in. channels 
at 25 lbs. per ft., we find their area to be 2 X 7.35 = 14.7 sq. ins. 
and their section modulus 2 X 24.0 = 48.0. 

The direct stress per square inch is ^ = 2100 lbs. 

14.7 

The stress pennitted for flexure becomes 10,200 — 2100 

= 8100 lbs. per sq. in. The required section modulus then is 

e f 8100 ^ ^ 

It is evident, therefore, that the channels tried are satisfactory. 
Before being accepted finally, however, these channels should be 
examined as columns when the load is at its maximiun radius. 
Under this condition the jib is subjected to a direct stress of 

52,500 lbs. The unit stress due to this direct load is ^-^ — 

14.7 
= 3570 lbs. 
The allowable unit stress according to Ritter's formula is 

^ 12,000 ^__ 12,000 _ 12,000 



10,000 \r/ 10,000 

= 4900 lbs. per sq. in. 
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The - value of 120 was found by dividing the unsupported 

length, 96 ins., by the radius of gyration of the channels about 

their minor axis, 0.78, or -^ = 120. 

0.78 

The i2-in. channels were found satisfactory in this respect. 

Mast. — The direct stress as given by the diagram, Fig. 201, 

is 50,000 lbs. The reactions at the pins are 

„ 11,350 X 20 „ 

R = — ^^ = 11,120 lbs. 

20.5 

The bending moment due to the above reaction is 

M == 11,120 X 21.5 = 239,080 in. lbs. 

Trying two 12-in. channels at 20.5 lbs. per ft., their area is 

2 X 6.03 = 12.06 sq. ins., and the direct compression is ^ ' 

12.00 

= 4150 lbs. per sq. in. Assuming the allowable ultimate fiber 

stress. in bending as 12,000 lbs. per sq. in. the balance for bending 

is 12,000 — 4150 = 7850 lbs. 

The required section modulus is 

/ M 239,080 

e f 7850 ^ 5 

An inspection of the tables of the properties of channels in a 
Manufacturer's handbook or on page 16 will show that either 
a lo-in. channel at 20 lbs. or 12-in. channels at 2o| lbs. will carry 
this load. However, since 12-in. channels are used for the 
member AG and as these channels give considerably greater 
stiffness they will be used rather than increase the number of 
sections demanded. As it is possible to brace the channels 
forming the mast at as frequent intervals as desired no account 
has been taken of the ratio of span to flange width. 
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CHAPTER XIII 

GIRDERS FOR OVERHEAD ELECTRIC TRAVELING 

CRANES 

Specification. — Design a bridge for a lo-ton O.E.T. crane 
whose span is 45 ft. Assume the distance center to center of 
trolley wheels as 4 ft. o ins., that the bridge weighs 13,000 lbs. 
(two girders) , and that the trolley weight is 6000 lbs. Design the 
girders to resist an additional loading laterally of one-tenth the 
crane capacity. Allow a working fiber stress in tension of 10,000 
lbs. per sq. in. and the same properly reduced by a column 
formula for compression pieces. Use |-in, rivets throughout, 
for which assume |-in. diameter holes. 

The loading will be reduced to that for a single girder or one- 
half the bridge. The weight of the bridge will be assumed as 
a uniform load and, as is usually done, the bending moment for 
it will be calculated for the middle of the bridge. 

j-j 000 

Weight of I girder = -^ = 6500 lbs. 

2 

W 'I 12 

Dead-load bending = — — = 6500 X 45 X — =438,750 in. lbs. 

o o 

Assuming the load as hung centrally on the trolley, the load on 
each trolley wheel will be 

i (trolley weight + live load) = I (6000 + 20,000) = 6500 lbs. 
The reaction 

R, = [(6500 X 19.5) + (6500 X 23.5)) ^ ^^^^ jj^^ 
45 
The maximum bending due to live load then is 

M = 6210 X 21.5 X 12 = 1,602,180 in. lbs. 
The total bending due to combined dead and live loads is 

M = 438,750 + 1,602,180 = 2,040,930 in. lbs. 
174 
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The material will be determined for the two following sec 
tions, the depth being taken as 3 feet. 



\i irr \i 




y 



y. 



n 



u. 



Fig. 205. Fig. 206. Fig. 207. 

The box section (Fig. 207) will be considered first. If the 
width is made one-thirtieth the span it will be, say, 17 ins. wide. 
The ends of the girders resting upon the bridge trucks will be 
assumed 18 ins. deep. The web plates will be made | in. thick, 
making the gross web area at the ends 2 Xi X 18 = 9 sq. ins. 




Fig. 208. 



The maximum end shear is given by the diagram of maximum 
shears (Fig. 208), and is 15,800 lbs. The unit shearing fiber 

stress is -^ — = 1760 lbs. This fiber stress is very low but, 
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notwithstanding that some specifications permit ^flf-in. material, 
we will use the J-in. plates. 

Compression Flange. — The distance between the centers of 
gravity of the flanges will be assmned as approximately the 
distance back to back of the flange angles, or 36 ins. According 
to the curve, page 100,. the allowable fiber stress in a compression 
flange when the ratio of the laterally unsupported length of 
flange to flange width is 30 to i, is 80 per cent of the maximum 
desired. The allowable fiber stress becomes 10,000 X 0.80 = 
8000 lbs. per sq. in. 

The net flange area then becomes (see page 146), 

. M 2,040,030 
A = - — T = ^ ^^^ ^ = 7.1 sq. ms. 
fXh 8000X36 ^ 

If the web is considered as taking bending in addition to shear 
the web will furnish a section equal to one-eighth the web area, or 
i X 36 X J X 2 = 2.25 sq. ins. In this case the flange plates will 
work out so light that the web plates will not be assumed as re- 
sisting bending. The flange angles will be tried at 3 ins. X 3 ins. 
X i in. and they will be considered as having two holes, one in 
each leg at the same section; this makes it possible to locate the 
rivets at any points desired. The plate will be taken as 17 ins. 
wide. Net area of angles, 3 ins. X 3 ins. X i in., having two |-in, 
diameter holes, 

(2 X 1.44) — (4 X 0.22) = 2.88 — 0.88 = 2.00 sq. ins. 

The net area of the plate then is 7.1 — 2.00 = 5.10 sq. ins. The 
net width of the plate is 17 — (2 x|) = 15.25 ins. The thick- 
ness of the plate is -^^— = 0.334 in. ; use ^^ in. 
15-25 
Tension Flange Area. — Here the allowable fiber stress is 
10,000 lbs. per sq. in. and the required net area of the flange is 

/ X A 10,000 X 36 ^ ' "^ 
Using two 3 in. X 3 in. X i-in. angles as before, the net area of the 
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plate is 5.67 — 2.00 = 3.67 sq. ins. and the required thickness of 

the plate is -^^ = 0.241 in., say i in. 
^ 15-25 

The girders will be made approximately for uniform strength 
(see Fig. 209). The depths at points along the girder may be 
checked by drawing the diagram of maximum bending moments 
similar to that drawn for a railway girder, in Chapter XI, and 
combining the live-load bending moments thus found with the 
dead-load bending moments. 









1 






\< — =§J 


?an ^ 

6 





Fig. 209. 

Since M = flange area X mean fiber stress X girder depth, 
it follows that the flange area and the mean fiber stress being 
made constant the depths at any section can be made to vary 
with the bending moments. This, of course, is approximately 
true only so long as the flange area times the square of its dis- 
tance from the neutral axis of the entire girder section at the 
point considered is large compared with the inertia of the flange 
about a parallel axis through its center of gravity. Where 
greater accuracy is desired the moments of inertia of the several 

sections may be computed and the formula Af = / - used. 

The section chosen should now be tested when subjected to the 
lateral moment stated in the specification. This moment being 
produced by one-tenth of the live load it will equal one-tenth of 

the live-load moment, or — = 160,218 in. lbs. The web 

10 

[dates for a distance of 12 ins. from the top will be considered as 
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resisting this moment. The following calculation gives the 
moment of inertia about the axis S-S, Fig. 211. 

-12'^ J 



T]L 



4 



i 



yL'TMeJ 



"^filiate 



-B— 



Fig. 211. 



W» 



17* 



One plate, — « 0.31 X — = • 
'^12 ** 12 



126.90 



Two plates, Af^ = 2 X 0.25 X (12 - 0.88) X (5.12)* = 145. 73 

Two angles (about their own axis) = 2 .48 

Two angles, Al^ = 2 X 1.44 X 6.09* = 106.82 



Deducting for rivet holes {Ah^ portion only), 

2 X 0.22 X 5-38* =» 12 . 73 

2 X (0.27 + 0.22) X 6.7s« « 4465 



Inertia 381.93 



Inertia 



57 38 
324 55 



The extreme fiber stress is then/ = 



M-e 



or 



8 < 
/ = 160,218 X — '-— = 4200 lbs. per sq. in. 
324.6 



The mean fiber stress in the compression flange is 

■^ AXh 6.73X36 ^ ^ 

The total fiber stress is 8420 + 4200 = 12,620 lbs. per sq. in. 

This fiber stress, considering that it is the maximum of both 
vertical and lateral bending, is satisfactory. 

Some designers prefer to estimate the forces acting laterally 
on the crane upon the assumption that the crane when carrying 
its maximiun load is stopped from full speed in an assumed dis- 



Digitized by VjOOQ IC 



i8o GRAPHICS AND STRUCTURAL DESIGN 

tance, the retardation being considered uniform. In the present 
instance we will assume a velocity of bridge travel of 300 ft. per 
minute, and that the crane is stopped in 5 ft. 
The crane velocity being ^^ = 5 feet per second, the retarda- 

tion is / = , where / = acceleration or retardation in feet per 

2 -5 

second per second. 

V = velocity of bridge in feet per second. 

s == distance traveled during acceleration or retardation in 
feet. 

In our case the retardation is/ = -^ — = 2.5 ft. per sec. per sec. 

2X5 

As the force equals mass times retardation, the force required to 

JO 000 

stop the bridge is F = -^ X 2.5 = 1000 lbs. 

32.2 

This acts as a uniform load laterally along the bridge and will 

be resisted by both top and bottom flanges of each girder. The 

force to retard the trolley and live load will act upon the upper 

26 000 

flanges of the two girders of the bridge and equals F == — 

32.2 

X 2.5 = 2020 lbs. 

The central load on one girder the equivalent of the above 
forces is ^^-^- + ^^ji ^ ^260 lbs. 

The bending moment due to this central load is 

W • L 12 

M = = 1260 X 45 X — = 170,100 in. lbs. 

4 4 

This moment differs so slightly from the moment found by the 
previous method that the girder dimensions should prove satis- 
factory viewed from either estimate. 

Flange Rivets. — Considering that the unit fiber stress in 
tension is 10,000 lbs. per sq. in. the allowable unit shearing fiber 
stress on the rivets, assuming about the same material, would 
be J X 10,000 = 7500 lbs. per sq. in. The bearing value would 
be taken at twice the shearing value or 15,000 lbs. per sq. in. 
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The value of J-in. rivets in single shear and bearing in a i-in. 
plate is 2813 lbs. 

Assuming the girder depth of the supports at 18 ins., the dis- 
tance center to center of rivets vertically is 18 — (2 X 1.75) 
= 14.5 ins. 

The maximum end shear will be assiuned as transferred to the 
girder in a distance equal to its depth, or 18 ins. The vertical 

shear per inch of span is Si = ^^' = 880 lbs. 

18 

The horizontal shear per inch at this point is 
Vertical shear 



Si = 



Distance center to center of rivets vertically 

15,800 „ 

52 = -^ — = logo lbs. 

14.S 
The resulting shear per inch of span is 

Sz = v^Si^ + $2^ = 1400 lbs. 

Considering that the web being double will necessitate a row of 
rivets in 'each web plate the horizontal distance center to center 

of rivets = — ^ ^ 4 ins. 

1400 

Owing to the concentration of loading at the ends the spacing 
will be made 3J ins. 

The net area of the compression flange being 6.73 sq. ins. and 
the mean fiber stress 8750 lbs. per sq. in., the number of rivets to 

develop the full flange strength is ''^ — ^^ , about 21. 

These rivets placed in two rows and spaced 3J ins. center to 
center would reqidre a distance of 3.5 X n = 38.5 ins. This 
would indicate that for about 48 ins. from the ends of the plate 
the rivets should be spaced about 3^ ins. center to center and at 
the other sections the spacing in the compression flange should 
not exceed from 16 to 20 times the thickness of the outside plate. 
The spacing in the two flanges is usually made the same. The 
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upper plate being ^^ in. thick the rivet spacing should not 
exceed 5 ins. 
Angle Stiffeners. — Allowing 10,000 lbs. per sq. in. the area of 

J.X. ^'re Maximum end shear 15,800 ^ 

the stiffeners = = -^ = 1.58 sq. ms. 

10,000 10,000 

Usii\g two angles the smallest permitted would be 2^ ins. X 
2J ins. X i in., and their section 2 X 1.19 = 2.38 sq. ins., which 
is more than ample. 

Stiffeners, however, serve a double purpose, as the opposite 
inside stiffeners are riveted to a plate forming a diaphragm at 
the section and greatly stiffening the girder laterally. They 
frequently also serve to secure short channel or angle sections 
which pass across the flange and assist the flange plate in carry- 
ing the rail. These latter are commonly placed at each pair of 
vertical stiffeners, while the diaphragms are generally placed at 
alternate panels. 

The web plate should be reinforced where brackets or motors 
are attached to it and at these points handholes should be cut 
in the web plate on the opposite side of the girder to facilitate 
bolting the brackets and motor to the girder. 

Girder Design for Fig. 206 

Using the same data the girder will now be designed for the 
section (Fig. 206). 

The maximum combined live- and dead-load bending was 
found to be 2,040,930 in. lbs. The maximum end reaction pre- 
viously determined was 15,800 lbs. The girder will be assiuned 
36 ins. deep, back to back of angles, at the center of the span, and 
20 ins. deep at the bridge trucks. The web will be taken -^^ in. 

thick making the unit shearing fiber stress -^ X 20 = 2550 

0.31 

lbs. per sq. in. 

The effective depth will be assumed slightly less than 36 ins. * 

to allow for the centers of gravity of the channels falling towards 
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the center of the girder, the distance being 36 — 1.5 = 34.5 ins. 
The net flange area intension then will be 

. M 2,040,030 

A = -I — - = — ' ^ '^^ — = 5.02 sq. ins. 
fXh 10,000X34.5 ^ 

Trying one 9-in. channel at 13! lbs. per ft., its area is 3.89 sq. 
ins., and two 3 in. X 3 in. X T^^-in. angles, we have 

Sq. ins. Sq. bs. 

One Q-in. channel at 13! lbs., gross area 3.89 

Less two rivet holes in J-in. material, 2 X .22 » . . 44 3.45 

Two 3 X 3 X iV»n- angles, 1.78 X2= 3.56 

Less four rivet holes in ^m. plate, 4 X .27 = . . . 1.08 2.48 

593 

This net area is satisfactory. 

In the compression flange the fiber stress must be reduced to 
provide for lateral strength. The ratio of span to flange width 
if a 15-in. channel is tried is 45 X |f = 36. Reducing the unit 
working fiber stress to 75 per cent of the maximum desired 
permits a fiber stress of 7500 lbs. per sq. in. Again substituting 
in the formula 

M^^AXfXh. ^ = -J^ = 2,040,930 ^ 33 ^^ 
/XA 7500X34.S 

Trying two 3 in. X 3 in. X i\-in. angles and one 15-in. channel at 
33 lbs. per ft., 

Sq. ins. Sq. ins. 

One 15-m. channel at 33 lbs 9.90 

Less two rivet holes, 2 X .88 X .40 = 70 9. 20 

Two 3 X3 X A-in. angles, 1.78 X 2 » 3.56 

Less four rivet holes i .08 2.48 

Total area 11.68 

This seems to be too large but before discarding it the combined 
stresses due to the lateral and vertical bending should be deter- 
mined. The flexural fiber stress with this flange is 

/ = r = — \^ ^^^ — = sioo lbs. per sq. in. 

-^ AXh 11.68 X 34.5 
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In the preceding girder section the lateral bending due to stop- 
ping the crane in 5 ft. was estimated at 170,100 in. lbs. The 
fiber stress, assimiing that the bending is mainly resisted by the 
15-in. channel whose section modulus about its axis i-i is 41.7, is 

. M^e 170,100 „ 

/ == — r— = -'—^ — = 4100 lbs. per sq. in. 
/ 41.7 ^ ^ 

The combined maximum stress then is 

{^ — j + 4100 = 10,900 lbs. per sq. in. 

This is low considering that everything of importance is taken 
into account, but will be used, as calculations made for 12-in. 
channels indicate a fiber stress undesirably high. This section 
of the girder may now be checked by calculating its moment 

of inertia and using the formula / = — • 

Flange Riveting. — These calculations are similar to those 
made for the box girder. The rivet value in a ^^-in. web plate 
for f-in. rivets is 3516 lbs. As in the other case 

5i = -^ — == 790 lbs. 
20 

15,800 ^ „ 

52 = -^ = 060 lbs. 

16.5 

The resulting shear per inch of span is 

Sz = ^Si^ + S2^ = V7902 + 960* = 1240 lbs. 

and the rivet spacing of f-in. rivets is f f ^ ^ 2.83 ins. 

The stiffeners can, as in the preceding problem, be made the 
smallest allowable, say, 2^ in. X 2| in. X i-in. angles. 

Bridge Girders with Horizontal Stiffening Girders. —The 
following example is intended to illustrate this type of bridge. 
Span 60 ft. Girder depth ff = 5 ft. back to back of angles. 
The crane capacity is to be 20 tons (40,000 lbs.). The trolley 
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wheel base is 6 ft. o ins. The bridge weight, two girders, is 
30,000 lbs. The load on each trolley wheel is 

40,000 + 12,000 „ 

^^-^ ■ — = 13,000 lbs. 

4 
The live-load bending will be found as in the preceding cases 
and as follows: 

R^ = (13.000 X 31-5) + (13.000 X 25.5) ^ ^^^^^^ ^^^ 

60 

M = RiX 28.5 X 12 = 12,350 X 28.5 X 12, 
M = 4,223,700 in. lbs. 




— 1 



Ri 



i.^J 



80'- 



-60'- 



FlG. 212. 

In estimating the dead-load bending the girder weight will be 
assumed as a uniform load. The bending moment is 

,, WL 15,000 X 60 X 12 . ,, 

M = — = -^ = 1,350,000 m. lbs. 

The total bending is 4,223,700 + 1,350,000 = 5,573,7C)oin. lbs. 

Allowing a mean unit fiber stress of 9000 lbs. per sq. in. the 
flange area will be 

^ = i^ = 5s573,7oo ^ ^^^^^ .^^ 
/•A 9000X58 ^ ^ 

The distance between the centers of gravity of the flanges has 

been taken 58 ins. as probably no flange plates will be required. 

The web plate will be assumed as J in. thick and one-eighth the 

web area will be considered as contributing to the flange section. 

Web area == 60 X i = 15 sq. ins. 

I X web area = ^/ = 1.88 sq. ins. The balance of the flange 
area will be made up of the angles or, 10.65 — 1.88 = 8.77 sq. 
ins. 
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The flange having two angles each angle must have a net area 



of 



§J1_ 



= 4.38 sq. ins. Allowing for two holes for f -in. diameter 



rivets, the gross area of each angle must be 4.38 + 0.41 — 4.79 
sq. ins. 

Tr)dng 6 in. X 4 in. X ^-in. angles, their gross area is 4.75 
sq. ins. which is satisfactory. The flange will therefore be made 
of two 6 in. X 4 in. X h'^r^- angles. 

Horizontal Stiffening Girder (Fig. 213). — First assuming a 
horizontal loading of one-tenth the vertical loading gives two 

Fig. 213. 




concentrated loads of 1300 lbs. each and a uniform load of 1500 
lbs. Before using these figures we will check them by estimating 
the forces acting on the girders when the crane carrying its full 
load at maximum velocity is stopped within 5 ft. 

The velocity of the crane being assumed at 300 ft. per minute, 
or 5 ft. per second, to stop the crane in 5 ft. the retardation must 

be / = == *^ X 5 = 2.5 ft. per sec. per sec. The force to 

check the live load and trolley is Force = Mass X Acceleration. 

E. 52,000 X 2.5 ,, 

32.2 

The force to check the bridge is 

„ 30,000 X 2.S „ 

p ^ o-j ci — ;} ^ 2330 lbs. 

32.2 
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The first ^^ = loio lbs. compares with a concentrated load of 
1300 lbs., while the latter is a uniform load of 1165 lbs. compared 
with one of 1500 lbs. The first figures, being the greater, will be 
used. 

As this lateral bending is at best only a rough approxima- 
tion it will be sufficiently accurate to assiraie a central load of 
2 X 1300 = 2600 lbs., due to trolley weight and live load and 
aji equivalent central load of ^^-^ = 75© lbs., due to bridge 

weight. The reaction then isf ' ^ J = 1675 lbs. 

The stress AI, Fig. 214, is 10,300 lbs. 

A section through the main and bracing girders is shown in 
Fig. 215. 




Fig. 215. 



Fig. 216. 



As the wheels travel along the flange of the main girder the 
force of 1300 lbs. transferred to the girder by a wheel may pro- 
duce bending on this flange, for instance, between the two points 
of lateral support i and 2 this bending will be 

M = = 1300 X — = 19,500 m. lbs. 

4 4 

The moment of inertia of two 6 in. X 4 in. X |-in. angles back 
to back but separated by a J-in. plate is 

Angles about their own axes, 2 X i7-4o = 34-8o 

i4.A« = 2 X4.75 X (i.99 + o.i2)« = 42.27 



77.07 



The fiber stress due to bending is 



. ^« -c 10,500X6.12 „ 

/i ^\^^^ 1550 lbs. per sq. m. 

I 77.07 
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Direct fiber stress due to horizontal bracing girder 

/« = (/x?75) ' ^^^ ^^^' ^^ ^* ^' 

The total fiber stress then is 

9000 7f 1085 + 1550 = 11,635 lbs. per sq. in. 

As all the forces acting on the girder both vertically and hori- 
zontally have been considered this fiber stress is satisfactory. 
The unbraced length of ^47 being 60 ins. the radius of gyration if 

- = 120 then r = — == — The smallest angles fulfilling these 
r 120 2 

reqiiirements are 3 ins. X 3 ins. Tr)dng one 3.5 in. X 3.5 in. X ■^^- 

l 6q 

in. angle, its least radius of gyration is 0.69. - = — — = 87. 

f 0.69 

According to Ritter's formula, 

. i i,oQ O r 11,000, , ,, 



D,ooo\r/ 



10,000 \r/ 10,000 

The total load on a 3.5 in. X 3.5 in. X y^s^""^- angle is 6250 X 2.09 
= 13,000 lbs. This satisfies the reqiiirements. 

The diagonals will carry their maximum stresses when the 
trolley fully loaded is at one side of the bridge. The maximum 
end shear on the horizontal girder is 

„ 2600 X S7 . . 11. 

Ri = 7 — ^ + 750 = 2470 + 750 = 3220 lbs. 

00 

The force in the diagonals then is 3220 X 1.41 = 4550 lbs. 
The length of the diagonal is 60 X 1.4 1 = 84.6 ins. If - =120 

then r = — ' 0.70. This will require 3I in. X 3i-in. angles. 

120 

The permissible fiber stress, according to Ritter's formula, is 

- 11,000 11,000 „ 

/ = : TTTo = 77^ = 4SOO lbs. per sq. m. 

10,000 \rj 10,000 
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The load that can be carried by one 3J m. X 3I in. X A-i^^- angle 
is 4500 X 2.09 = 9400 lbs. 

No calculation will be made for the vertical latticed girder as 
it merely holds the horizontal girder in place; the smallest per- 
missible angles, 2^ ins. X 2^ ins. X i in. will be used. The lower 
horizontal girder will be made the same as the upper, excepting 
that the angles at right angles to the main girder will be omitted. 

Riveting. — To determine the rivet spacing in the main gir- 
der it will be necessary to estimate the maximum shears along 




Fig. 217. 



the girder. The maximum reactions on one girder are, live- 
load reaction, 26,000 X f ^ = 24,700 lbs. The dead-load reaction 

is-^^ = 7500 lbs. The combined live-load and dead-load 

2 

reactions are 24,700 + 7500 = 32,200 lbs. See Fig. 217, which 
is the diagram of maximmn shears for this girder. The maxi- 
mum wheel load will be assumed as transferred to the web in 
24 ins. of flange length, or the shear per inch of span due to load 

concentration is -^ — = 540 lbs. = Si. 
24 ^^ 
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The horizontal shear at the ends per inch of span is. 

End shear divided by the vertical distance center to center of 

flange rivets = ^^ TT = ^^^^^ = S85 lbs. = s^. 

^ [60 - (2 X 2.5)] 55 

Sz = A^ + 52^ = V5402 + 5852 = 796 lbs. 

The rivet value of a f -in. rivet in double shear, bearing in a 
J-in. plate, is 2813 lbs. for a unit shearing stress of 7500 lbs. per 
sq. in. and 15,000 lbs. per sq. in. in bearing. The rivet spacing 
therefore will be ^V^ ^ 2>h u^- 

The rivet spacing will be determined for quarter points along 
the girder, see Fig. 218. At 15 ft. from the end the maximmn 



Fig. 218. 

shear is 22,000 lbs. and the horizontal shear per inch of span is 

22,000 ,, 

— 2 — = 400 lbs. 

55 
Sz = v^400^ + 540^ = 672 lbs. 

The rivet spacing is Vy^/" = 4-i8 ins. 

At the middle the shear is 11,700 lbs. and the horizontal shear 

per inch of span is — '-^ — =213 lbs., hence 

53 = ^^213^ + 540^ = 580 lbs. 

The rivet spacing is Wo^ == 4-85 i^- 

From the diagram. Fig. 218, the rivet spacing for any point 
along the girder is readily scaled. 



Digitized by VjOOQ IC 



CHAPTER XIV 
REINFORCED CONCRETE 

Reinforced concrete is designed by an extension of the 
principles applied to the discussion of structural steel. The modi- 
fication is necessary since reinforced concrete is a composite of 
several materials and therefore, unlike steel, is nonhomogeneous. 

In ordinary practice the concrete varies from i, 2, 4 (i cement, 
2 sand and 4 stone, slag or gravel) to i, 3, 6. The best mixture 
depends upon the character of the materials, the purpose being 
to have the cement fill the voids in the sand, while the mortar 
thus produced shall fill the voids in the stone, slag or gravel. 

Cement. — Portland cement only should be used. This is 
practically the only cement available as very little natural 
cement is now manufactured. 

The cement should meet the usual standard specifications. 

Sand. — The sand should be a clean, coarse, sharp sand free 
of clay and dirt. Fine, rounded or dirty sand greatly reduces 
the strength of the concrete. 

Stone and Gravel. — Stone is usually broken so that the 
maximum size does not exceed from | in. to i J ins. Stone and 
gravel should be freed from dust, sand and dirt, but imiformity 
of size is not desirable as it increases the percentage of voids. 

Mixing. — Practice formerly demanded a fairly dry mixture, 
tamped until the water came to the top, but present practice 
uses a very wet mixture, which greatly reduces the tamping 
required and makes a more solid concrete. The wet concrete 
is weaker than the other when new, but its strength rapidly 
approaches that of the other with age. 

Physical Properties. — When one month old and made from 
ordinary materials the compressive strength of i, 2, 4 stone 

concrete can be assumed at from 1800 lbs. to 2200 lbs. per sq. in., 

191 
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while a I, 3, 6 mixture will have a strength of about 20 per cent 
under these figures. 

The modulus of elasticity increases with age and decreases 
with the unit stress, so that only approximate values can be 
assumed. A commonly accepted modulus of elasticity for mak- 
ing reinforced-concrete calculations is 2,000,000 lbs. per sq. in., 
being one-fifteenth that of steel. 

Elastic Limit — There is no true elastic limit for concrete 
as it shows permanent deformation under the lightest loads. 
According to Bach and others it seems fair to assimie that 
what is generally accepted as the elastic limit in concrete occurs 
at a imit stress of from one-half to two-thirds of the ultimate 
compressive strength. 

PHYSICAL PROPERTIES OP STONE OR GRAVEL CONCRETE 



Compressive strength . . . . 

Tensile strength 

Shearing strength 

Modulus of elasticity 

CoeflBcient of expansion, 
i^'F 

Weight per cubic foot in- 
cluding steel 



Age, Days. 



30 
30 
30 
90 



I. 2, 4 Mixture. 



1,800-2,200 

150-200 

1,000-1,400 

2,500,000-3,500,000 

0.0000060 
ISO 



I, 3, 6 Mixture. 



1,450-1,750 
100-125 
900-1,100 
2,500,000-3,500,000 

0.0000060 
ISO 



Note. — All stresses in pounds per square inch. Slag or cinder concrete will only 
develop about one-third the strength of a good stone concrete. Its modulus of 
elasticity will range from 1,000,000 for lean mixtures up to 2,500,000 for i, 2, 4 
and richer mbrtures. It weighs about 120 lbs. per cu. ft. 



Usual Unit Woriong Stresses. Flexure 



Extreme fiber stress on concrete, compression . . . 

Extreme fiber stress on concrete, tension 

Steel, soft, tension 

Steel, mild and hard, tension 

Bonding stresses, straight bars 

Bonding stresses, straight bars, over supports . . . 

Bonding stresses, bent or twisted bars 

Shearing, plain web, no steel stirrups 

Shearing, when reinforced with stirrups, or bars . 

Tension, diagonal, on concrete 

Modulus of elasticity of concrete . 



Lbs. per sq. in. 

500-650 

o 

12,000 

16,000 

60-80 

90-120 

150 

30 

100 

30 

2,000,000 



Modulus of elasticity of steel 30,000,000 
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Usual Unit Working Stresses. Columns 

Columns not reinforced 450 

Columns, reinforced longitudinally only 450 

Columns, reinforced with hoops or bands 550 

Colimms, reinforced with hoops or bands, and with from i 

to 4 per cent of longitudinal steel 650 

Columns, structural steel thoroughly inclosing concrete 650 

In general the following nomenclature and f onnulae conform to 
the report of the Joint Committee on Reinforced Concrete of 
the American Society of Civil Engineers, American Society of 
Testing Materials, American Railway Engineering and Main- 
tenance of Way Association and the American Portland Cement 
Manufacturers. 

/, = tensile unit stress in steel, pounds per square inch. 

/. = compressive unit stress in concrete, poimds per square 
inch. 

£, = modulus of elasticity of steel, poimds per square inch. 

Ec = modulus of elasticity of concrete, pounds per square inch. 

E. 

M = moment of resistance or a bending moment, inch pounds. 
A = area of steel, square inches. 

b = width of beam, inches. 

d = depth of beam to center of reinforcement, inches. 

k = ratio of depth of neutral axis to effective depth, d. 

X = depth of resultant compression from top. 

j = ratio of lever arm of resisting couple to depth, d. 
j.d ^ d — X = arm of resisting couple. 

p = ratio of steel to concrete. For rectangular beams, 

B = width of flange of T beams, inches. Here p = ^'— ;• 

b^ .= width of stem of T beams, inches. 
/ = thickness of flange of T beams, inches. 
^ J.XE, 
fcXE. 
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Shear and Bond Stresses 

V = total shear, pounds. 

V == shearing unit stress, pounds per square inch. 

u = bond stress, pounds per square inch of bond area. 
= circumference or perimeter of bar, inches. 
So = sum of the perimeters of all bars, inches. 

Beams with Double Reinforcement 
A^ = area of compression steel. 
p^'= steel ratio of compression steel, not percentage. 
// = unit compression in steel. 

C = total compression in concrete. 
C^ = total compression in steel. 

i^ = depth to center of compressive steel. 

e = depth to resultant of C and C*. 

*-i 

Columns 

A = total net area. 
A, = area of longitudinal steel. 
Ae = area of concrete. 

P = total safe load. 

Theoretical Discussion of Reinforced-concrete Beams 
Rectangular Beams. — The usual formulae for the design of 
reinforced-concrete beams are developed upon the assumptions, 
(a) that a cross-section plane before bending continues a plane 
during bending, and (6) that stress and strain are proportional. 

From these assumptions the strain in compression a unit 
distance above the neutral axis must equal that in tension a unit 
distance below that axis, or, from Fig. 219, 

fc _ f. ^ /. , /. 

kdXE, (d-kd)E. {jd-lkd)E. d(j-iky 
f.XE, jd-jkd ^ d-kd ^ 
UXE. kd kd ^' 
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from which 
and 



* = 



(i) 
(2) 



« + i 

.•= 3' + ^ . 
' 3(2 + 1) 

According to the principles of mechanics the sum of the hori- 
zontal forces acting on a vertical section must be zero, hence the 
resultant force in the compression flange must equal the result- 
ant force in the tension flange, or 

2 

and the moments are also equal, M, — Me. 
M.='Axf,Xj-d. 



M. 



J^ 



=L 



Xk'dXbXj'd=-^Xk-jXb'd^. 
2 2 



(3) 
(4) 




These equations apply when the maximum fiber stresses /. 
and /, are known; the reinforcement then is the critical ratio 
for these fiber stresses. 

It is sometimes desirable to discuss the beam when a ratio of 
reinforcement is assumed which is not necessarily the critical 
ratio. 

From the fimdamental equations, 

From equations (3) and (4), 

I. = A; 



is) 
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hence — ^— ; — ^ = — and p = ; -r* 

k 2p 2 •n{i — k) 

Solving for k we find 

k = V2 ./).« + (/^ • »)^ -p*n. (6) 

The fiber stresses may be found by substituting these values 
of k andy in equations (3) and (4). 

Approximate Formula 
The curves on page 197 give the calculated relations between 
z, i, y, and « • />. It will be noted that for the usual values of p,j 
approximates | and k approximates |. The following approxi- 
mate formulae, using these values of k andy, are sometimes used. 
M.^lXAxf.Xd. (7) 

M, = Jx/cX6•d^ (8) 

The curves, Fig. 220, give the relations between the several 
quantities. 
These curves are plotted upon a base line giving the values of z\ 

f X E 

therefore when 2 = -^ =r is known, the other values k, j, j • ife, 

Jc X ii, 

p • n and p are read on the peri>endicular to z. Thus for z = 2.2 

the values are read on the dotted line a-a through 2.2. The 

values are j = 0.895; ^ == o-307> * 'j = 0-275; p 'ft = 0.072 

and p ioT n = 15 is p ^ 0.0048. 

Had the value oi p iorn = 15 been given as 0.0048 instead of 
the value of z = 2.2 the horizontal line bb would have been 
drawn through p = 0.0048 until it cut the curve of ^ for w = 15, 
and through this point of intersection the line aa would be 
drawn perpendicular to the z axis and upon this line aa the 
other values would be read as before. 

The following example will illustrate the use of the formulae 
and table. 

Example, — A rectangular beam in which d = 22 ins. is to 
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resist a bending moment of 384,000 in. lbs. Assume n = 15, 
/, = 16,000 and/c = 650; find the width of the beam and the area 
of the steel. 

J.XE, ^ 16,000 ^ 

/,X£. (650X15) ^^' 
Interpolating from the curves, k = 0.379, j = 0.874, k *j 
= 0.331 and p = 0.0077. Substituting these values in equation 
(4) gives 

, ^ 2 3f e 2 X 384^000 _ 

fcXk .j X d'^ " 650 X 0.331 X 22^ 7-37 ins. 

A^^bXdXp = 7.37 X 22 X 0.0077 = 1.25 sq. ins. 

The solution of this problem by the approximate method gives 
ahnost identical results. 

M=lxA.f..d, 

^, - . 8-3/ 8X384,000 

therefore A = — - — - = -f^-^ = 1.25 sq. ms. 

7./..d 7X16,000X22 ^^ 

M^lif.^b.d') or 6 = 7^, 
Jc*a^ 

, 6 X '^84,000 

A = ^ ^ ' » = 7.94 ms. 

600 X 22^ ' ^^ 

Another example will illustrate the procedure when it is re- 
quired to check an existing beam. A reinforced-concrete beam 
has the following dimensions: 6 = 9 ins., i = 20 ins., A =1.50 
sq. ins., n = 15, and it is desired that /, should not exceed 
16,000 lbs. per sq. in. nor/, exceed 650 lbs. per sq. in. 

P = 7 — ; = / ^'^^ X = 0.00825. 
^ h^d (9X20) ^ 

From equation (5), 

h^k^^ Q'39o ^^^6 

/, 2p (2X0.00825) ^' 

and /, = 23.6 X 650 = 15,300 lbs. per sq. in. 

This fiber stress being imder the 16,000 lbs. per sq. in. is satis- 
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factory. The bending moment corresponding to these fiber 
stresses can be found from either equation (3) or (4). 
M. = -4 X/. Xi ' ^ = X -5 X i5,300X 0.870 X 20 = 399,000 in. lbs. 
Checking this by the other formula gives 

Mc-=^(JcXk'jXb'd^) = 396,000 in. lbs. 
This is about as close agreement as can be expected considering 
the curve readings, the difference being under i per cent. 

T Beams 

In reinforced-concrete design the section most frequently met 
is the T beam, shown in Fig. 221. The floor is usually a slab of 




Fig. 221, 

reinforced concrete laid on floor beams, corresponding in the 
ordinary timber construction to joists. In the case of concrete 
construction the floor beams and the slab over it become one 
piece, the horizontal shear at the junction of the two being re- 
sisted by the concrete and usually by reinforcing stirrups or rods. 
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When the neutral axis i-i, in Fig. 222, falls in the flange or slab 
the formulae and table previously derived for rectangular beams 

I 



i< B 

\ 

■ ; 








I 




— 


^-•^ 


— - 





hd 






^^ 



H — 6—^ 



Fig. 222. 



are suffident. When, however, the neutral axis falls in the stem, 
as is usually the case, another set of formulae are required. 

General FoRMULiE for T Beams Reinforced for Tension 

Only 
Neglecting the compression in the stem, and on the same 
conditions a and b that applied to rectangular beams we have as 
before: 

/ »(i^ and * = -^. 

/,_ k-d 

/l k-d-t 



/. X £. ' 
Also from Fig. 223 



I 



B- 



isd 



1 



:x 



^ 



f. 



Fig. 223. 

Assuming that the fiber stress in the concrete varies as its dis- 
tance from the neutral axis, the distance x from the top of the 
beam to the resultant compression if is 



„_ /r+2/i / _ 3>^>rf~ 2>/ 
/c+/l 3 2.k.d^t 



X 
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thisgives j.d^d-x^d- (' V.\\V-V ^ l)' ^9^ 

The average fiber stress in the concrete is 

It follows that 

if. = BX<X/.(i-^)y.d, (lo) 

and M. = A Xf. Xj-d. (ii) 

Equation (ii) can be approximated as 

M.^Axf.{d-'-y 

When the ratio of the rdnforcement is known, not the fiber 
stresses, equation (i) cannot be used to find ifc as z is not known. 
Taking equations (lo) and (ii), we find, 

io^A.s.^L ^ _ ^ 

2kd \ 2 kdl 

npd + — 

It follows that k = — - — -7— 

t + npd 

This may also be written 

2ndA+Bt^ 



*.d = 



2nA + 2Bt 



To facilitate the solution of problems the following curves, 
Fig. 224, give the values of j and k for var3dng values of p and 

3 and also the ratios of y for various values of k. These values 
d fc 

have been calculated with n = 15, this being a very commonly 
assumed value for rock concrete. For other values of n similar 
curves may be drawn or the formula used. 
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To findy if ;t = 0.25; from 0.25, at a on the upper scale, drop 

a perpendicular until it cuts the curve corresponding to the steel 
ratio of, say, 0.003 in A; project the point b horizontally until it 
cuts the vertical scale in c. Here the value of y is given as 0.914. 
To find k continue the vertical a-b until it cuts the curve of k 
corresponding to a steel ratio of 0.003 in d. This point d pro- 
jected horizontally cuts the vertical scale in e or fe = 0.262. 

To find the ratio of y produce the value of k horizontally until 

Jc 

it cuts the curve of y in /. The vertical projection of / cuts the 

Je 

scale of ratios of y in e or y = 42.3. 

Jc Jc 

An example will further illustrate the uses of the formulae and 
curves. 



H— 



I 

J- 



fed 



±*f; 



V^'8<inare.Baci 



Fig. 225. 



Given « = 15, /, = 600, /, = 15,000, and the following section, 
Fig. 225. Area of bars = 4 X 0.766 = 3.06 sq. ins. 

^ 60 X 19 
Consulting the curves, 



0.0027. 



j = 0.918, k = 0.252, 



^-44.5. 



The resisting moment then is 

M.^A Xf.Xj^d 



or 



M. « 3.06 X 15,000 X 0.918 X 19 = 801,000 in. lbs. 
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The fiber stress in the concrete is 

^ = 44.5 = -^Y^ or /, = 330 lbs. per sq. in. 

Je Jo 

Slabs 

In using the formulae and table for slabs it is customary to 
assume a width of slab of 12 ins.; thus assuming a slab whose 
span is 6 ft. and whose total dead and live load is 200 lbs. per 
sq. ft., taking the bending moment at 

Wl 
Af = — , » = 15, />c = 6oo lbs. per sq. in., ^,= 12,000 lbs. per sq. in., 
10 

the thickness of the slab and area of reinforcing steel can be found 
by the following calculations: 

Jlf = ^^ = ^^5oX6li<6X21^864oin.lb3. 

10 10 

^ E^Xf. ^ 12,000 ^ 
£. X/c 15 X 600 '^^^ 
From the table the values corresponding to 2 = 1.33 are k = 
o433>7 = 0-855, ^ *J = 0-370 and p = o.oii; substituting these 
values in equation (4) gives 

. , / TWc , / 2 X 8640 

' = V ft3a3ofe/ = V „x 600x0.37 = '■'' ""• 

The area of the reinforcement then is given by equation (3) 
or by taking 6 -i •/> = 12 X 2.55 X o.oii = 0.337 sq. in. 

If f in. is allowed below the center of the reinforcing steel the 
slab thickness will be 2.55 + 0.75 '^ 3.25 ins. 

Bending Moments 

Owing to the monolithic construction of reinforced concrete 

the bending moments on beams are frequently estimated as lower 

than those occurring on similarly loaded but merely supported 

beams. Thus for continuous slabs the moments are commonly 

Wl 
taken as M = — , at the middle of the span. 
10 
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Square slabs reinforced in both directions and supported on 

four sides have the moments at the center of the span in one 

Wl 
direction taken as If = — . Beams and girders although some- 

20 

Wl 
times figured as fixed or continuous beams with Jf = — are more 

10 

Wl 
commonly taken as supported beams with Af = — -. In the 

o 

above, W^ = the total load on the span in poxmds and L = the 
span in inches. 

Beams with Double Reinforcement 

In the preceding discussions reinforcing steel has been assumed 
in the tension side of the beam. The case will now be considered 







t — t 




• ••• 



• ••• 



Fig. 226. 

where the reinforcement is in both flanges. This condition occurs 
regularly in ordinary construction where some of the reinforcing 
bars in the tension flange are bent up and carried over the support 
in the upper flange. In this case the beam resists a negative 
moment over the supports which creates tension in the upper 
flange and compression in the lower flange. In the case of T 
beams the lower flange width being b the width of the stem is 
much less than the width B of the upper flange, and unless this 
narrow flange is reinforced for compression the fiber stress Pc 
might easily be excessive. The following theory applies to 
beams with double reinforcement. 

The nomenclature is that previously given. 

Assuming the compression in the concrete as varying propor- 
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tionally to the distance from the neutral axis and that the con- 
crete carries no tension, we have, in Fig. 226, 

L^isiM and iL^hLzi, 

nU kd *°" n/, kd 
Also 4 X/. = c/Xc = i4'/.' + i/..iW.6, 

from which it follows that 



j_j, _ j2fiU+ 4>A') d ^ Vn {A'+Af ^ n W + A) 



A Xf. Xjd = i/..iW .ft(d - -) + A'/: id - e), 



and 

* = V2.n(p + ,i,p')+n*{p + py -n(p + p% 

To find the lever arm of the couple acting in the beam 

kd\ 

3. 

^ 2 A/. ^ A.}. 

Expressing /„ /„ /,' and d in terms of *, ^, p and p' gives 

*'(;-|) + »/ (!-*)(*-*) 
•^ " np (i - k) 

The relations between the fiber stresses are 

^' AXjXd' ^' n{i-ky" 

In the Engineering News of August 22, 1912, Mr. Arthur G. 
Hayden gives the following approximate formulae for j of rein- 
forced-concrete beams with double reinforcements. 

j = 0.93 + 2p' + 100 pp' - 4p -0.1 il>- 20 p'<t>. 

Mr. Hayden states that the maximum error does not exceed 
ij per cent for all proportions of reinforcement between i per 
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cent and 2 per cent, and that for ordinary cases the error is in- 
appreciable. This formula assumes that n = 15. 

The following example will illustrate the use of the formulae. 

A T beam in which d - 21 ins. and 6 = 12 ins. is reinforced 
over the supports by two |-in. bars in each flange. If /, = 
16,000 lbs. per sq. in., 4> = ^ and » = 15, what moment can 
the beam resbt at the supports and what are the fiber stresses 
pc and />/? 

^ ^ j 2n{A + <l>A')d ^ V n{A+A'n n{A+A') ^ 
^_ /3e(...+^)x,, _ 

V 12 L 12 J 12 

kd = 5.85 ins. 

^ " np (i - k) ' 

0.28^(0.50 ^j + IS X 0.0048 (i.o — o.i) (0.28 — o.i) 



J = 



15 X 0.0048 (i - 0.28) 
0.91 and jd = 21 X 0.91 = 19.11 ins. 



By the approximate method yj = 18.97 ^s* 

The bending moment, allowing/, = 16,000 lbs., is 

M ^ A X/, Xjd = 1.2 X 16,000 X 19.11 = 366,912 in. lbs. 

^' = ;^i^)f' = 15 (21-5.85) ^ '^'°°° = ^'° ^^'- ^' ^- '"'• 

^, k — 4> r 0.28 — O.IO . . , 11 

/. = 7 /, = r— X 16,000 = 4000 lbs. per sq. m. 

I — * I — 0.28 

The following problems are intended to be solved by means 
of the theory just given and it is recommended that they be first 
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done by using the formulae and then checked by the assistance 
of the curves. 

Problem. — The combined live and dead loads upon a floor 
slab are 140 lbs. per sq. ft. ; assuming /c = 650 lbs.,/, = 16,000 lbs. 

per sq. in., — * = 15, and that M = — , determine the thickness 
xic 10 

of the slab from the top to the center of the reinforcement and 

the spacing of f -in. round bars if the span of the slab is 10 ft. 

8 ins. 

Problem. — Assume a continuous girder whose span is 25 ft. 

o ins., carries 50,000 lbs., rf = 23 ins., B '^ 100 ins., slab thickness 

4^ ins., -^ = 15, and M = — . Find the fiber stress in the con- 

Crete and steel if the steel reinforcement consists of two ij-in. 
and two ij-in. round bars. 

Parabolic Variation of Stress in Concrete 

In the preceding discussion of reinforced-concrete beams it 
has been assumed that the fiber stress in the concrete above the 




Fig. 227. 



_ _!., 



X 






Fig. 228. 



neutral axis varies as the intercepts in the triangle; this is repre- 
sented by Fig. 227. 

Some designers prefer to assume that this stress varies as the 
intercepts in the parabola as shown in Fig. 228. The resultant 
flange force acts at a distance f A • d from the top of the beam 
and the average fiber stress is f /.. This treatment is commonly 
limited to rectangular beams as it becomes too complicated 
when extended to T beams. The following formulae are derived 
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similarly to those previously determined and apply to rectan- 
gular beams only. The symbols are those previously used. 

. 82+5 J L 8. .V 

M.^A Xf.Xjd, 
M^^if^XbXkjX d\ 
Where the ratio of reinforcement is known the formulae are: 



k^V^p^n+ilp^nY-lp^n and y=i-f*, 



/.= 



2b^kjcP' 
M. 



p'b'jd? 

The difference between these formulae and those previously 
given will be evident upon working several of the problems by 
both methods. Considering the character of the materials used 
in reinforced concrete it is a question whether methods intro- 
ducing any greater refinements than those used in the derivation 
of the first formulae are warranted. 

Most elaborate tests of reinforced-concrete beams have been 
made at the Experiment Station of the University of Illinois under 
the direction of Prof. Arthiu: N. Talbot, beginning in 1904 and 
reported in the Bulletins of that station since then. Professor 
Talbot has deduced formulae and offers suggestions for reinforced- 
concrete design as the results of the tests; this data can be readily 
obtained by reference to the above bulletins. 

Horizontal Shear 

It is shown in the section on problems (see problems 65 and 
68) that ordinarily in steel beams of usual sections horizontal 
shear is of minor importance, while more careful consideration 
must be taken of it in timber beams, particularly for those of 
short span. In reinforced concrete it is of still greater impor- 
tance and generally the webs must be carefully reinforced with 
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Steel to resist this shear. Taking section 2-2 in Fig. 229 the 
horizontal shearing force will increase from zero at the upper 
fibers to a maximum at the neutral axis i-i ; this force Fj is then 
transferred to the horizontal reinforcing steel. Assuming that the 
bending at 3-3 exceeds that at 2-2 the horizontal shearing force 




Fig. 229. 

^3 at 3-3 will exceed F2, and if J is the width of the beam at 

the neutral axis the unit shearing force on the section 6 X i is 

p p 

~ Equating the moments V X 1 == (Pz — P2) j *d 

V 



V = 



bX I 
or Fz - Fi 



- - — ; and » = , . 
J .d -J 



It has been previously shown that j *d' 

V 



i d, hence 



V = 



0.85 b • d 

It should be noted that the reasoning is identical with that 
used in determining the flange riveting in plate girders. 

The design is sometimes made by assuming that the horizontal 
shear is carried partly by the concrete and any deficiency in the 
concrete is supplied by the addition of steel stirrups. These are 
small bars or strips commonly bent into U or V shapes and placed 
vertically in the web. They are usually secured in the flange 
and are run under the horizontal reinforcing bars to hold them 
in place. 

Let Vc be the allowable unit working shear in the concrete; then 
the deficiency per square inch is z; — Vc. 

If iZ = the value in pounds of the stirrup in shear, 

5 = stirrup spacing in inches at the section where the 
vertical shear is V. 
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If the stirrup carries the entire shear, then 

^ 0.85 XdXR 
^^ V ' 

If the stirrups take only that portion of the shear that the con- 
crete is unable to carry, then 

^ _ 0.85 XdXR 
V - 0.85 Xv.^b'd 

It is noted from both these formulae that the spacing S will be 
closer the greater the value of V. It therefore follows, as in the 
case of flange riveting of plate girders, page 149, that the stirrups 
will be spaced closer at the supports. To be effective the stirrup 

spacing should not exceed — 

Graphical Determination of Stirrup Spacing. — Beams or 
girders of a constant depth d carrying a uniform load may be 





Fig. 230. 



Fig. 231. 



considered as follows. In Fig. 230 lay off to some scale the 
horizontal line CD representing the span. At its center A, erect 
a perpendicular AB representing to scale the flange force acting 
in the reinforcing steel or in the concrete flange at the center of 
the span. This flange force will equal the area of the steel multi- 
plied by the xinit fiber stress induced in it by the loading. This 
fiber stress can be found by the formulae previously given for 
beams. 

If in a beam A = 3.06 sq. ins., and /, = 15,000 lbs. per sq. 
in., the flange force then is F = 3.06 X 15,000 = 45,900 lbs. 
AB equals 45,900 lbs. and the change of flange force across 
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the girder may be represented by the parabola CBD. In- the 
case of a supported span the flange force will be zero at the sup- 
ports, while in a restrained beam the flange force will go through 
zero at some points E and F shown on the dotted line C^ — Z)^ 
which has been raised from the position C — Z) by the restraint on 
the beam. The flange force at the supports is now C —C^ instead 
of zero and is of the opposite character to the force B-G at the 
center. The range of flange force is still A-B being CC^ + BG. 
Now if AB (Fig. 231) is divided into one-half the number of 
parts that it is thought advisable to use stirrups in the span, AB 
is here divided into five equal parts, and lines parallel to CD 
are drawn through these points, i, j, k and /, the spaces C«, fw, 
op^ pq and qA are the sections in each of which a stirrup must 
be placed. The value of each stirrup in shear must equal Ai. 





Fig. 233. 

If it is desired to aUow the concrete to carry a part of the hori- 
zontal shear it may be allowed for by laying off AE in Fig. 232 
to the same scale as AB and equal to the product of the allow- 
able unit shear on the concrete, the width of the beam (width of 
stem if it is a T beam) and one-half of the span, the first in 
pounds per square inch, the last two in inches. Draw the line 
CE and as BE represents the total shear that is to be cared for 
by the stirrups in the half span, divide BE into the number of 
equal parts that there are desired stirrups in the half span. The 
spaces within which the stirrups must be placed are m, n, 0, p 
and q, being located by the intersections of the parabola with 
the lines through i,y, k and / and drawn parallel to CE. In the 

best practice the stirrups are spaced a distance not exceeding — 
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Tests of reinf orced-concrete beams exhibit failures along lines 
a-a as shown in Fig. 233. This illustrates failure by diagonal 
tension. If we consider any point in the body of the beam, it 
will be acted on by a unit horizontal tension or compression, a 
unit horizontal shear and a unit vertical shear. The resulting 
maximum tensile or compressive stress is 

where ft„^ = unit maximum diagonal tension, 
ft = unit horizontal tension, 
V =« unit shear, vertical or horizontal. 

The direction of the maximum tension is given by 

tang 2$ = — -Ti 
fi 

where /« = o, ^ = 45 degrees. It therefore follows that along 

the neutral axis and on the tension side of this axis that 9 "= 45 

degrees. 

. Where ^ = 45 degrees, /i = o and/^^ = v. 

It is seen then that the maximum diagonal tension acts at an 

angle of 45 degrees with the neutral axis and that the maximum 

unit diagonal tension equals the unit shear at that point. 

. V 

V = unit vertical shear. 

b = width of beam if rectangular. Use &i, the width of the 

stem if a T beam. 
V = total vertical shear on section. 

This formula applies for the worst condition, namely, that no 
tension is carried by the concrete. When it is desired to allow for 
the concrete the numerator of the fraction becomes V — Vc*b •d 
for rectangular beams and V — Ve»bi*d for T beams. Here 
Vc = the allowable unit shear on the concrete. 

Let T - the total allowable tension in a diagonal bar, in 
pounds. If the bar makes an angle of 45 degrees with the hori- 
zontal, the spacing s along the horizontal in the first case is 5 = 
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^'"^^ ' f while, when the allowance is made for the portion 

of the tension carried by the concrete, 

1.41 XTXd 
V-Vc'b'd' 
The factor 1.41 is introduced since the diagonal tension is 
measured along a 45-degree line, while the spacing is laid off on 
a horizontal line. 

To be effective for web reinforcement the spacing of diagonal 
bars should not exceed s = d. 

Bond Stress 
The diagram. Fig. 234, shows how the flange force varies from 
the supports to the middle of the span for a uniformly dis- 
tributed load upon a beam of constant depth. Evidently this 
change of force can only occur by the flange transferring force 

to the web, as was done in the 
case of the plate girder through 
the flange riveting. AB repre- 
sents the maximum flange force. 
Passing from AB to EF the flange 
force has been reduced by the 
amount GF which has been trans- 
^^' ^^^' ferred to the web. In the case 

of reinforcing steel the connection between the steel and the 
concrete must be strong enough to carry the force GF. This 
may be accomplished either by the adhesion between the con- 
crete and smooth or plain bars, or corrugated or twisted bars 
may be used to increase the strength of the bonding. 
Considering plain round bars and letting 
u = unit bonding stress, pounds per square inch, 
6 = diameter of the bar, inches 
/ = length of bar, inches, 

then, * . A . *4 V - = — V /• / frnm uahirh - = J*-. 




Span 



T-d 



• « X - = — X /,', from which 7 = 

24"^ b 2U 
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This means that to develop the full tensile strength of a round 

bar its total length must be -^^ times the diameter of the bar. 

2 •« 

This relation applies also to square bars. Illustrating this with 

the |-in. square bars used in a former example, and allowing 

60 lbs. per sq. in. for the working bond stress, we have 

/ /. , 0.875 X 16,000 , . 

- = -^^or / = — '-^ —^ = 116.S ms. 

8 2 *u 2 X 60 

This means that under the given conditions to develop the full 
strength of the bar, it must have a total length of at least 116.5 
ins. and must be placed to have a length of not less than 58^ ins. 
on each side of the center of the span. 

The bond stress varies along the bars; in fact, the increment 
of change is that of the flange force, and, similarly to the change 
in horizontal shear, we have 

7 X / = (Fa - F2)j^d, /. Fz^F^^ ~ 

J *a 

p p 

The unit bonding stress = 



u = 



surface of bars for unit length 
V 



j •d{'L ciromaference of bars) 



Lengths of Reinforcing Rods 

The lengths of the reinforcing bars besides being limited by 
the bond stress, as just explained, will also vary in length for 
the same reason the flange plates of girders do. That is, as the 
flange force decreases from the center towards the supports the 
reinforcing area can be reduced. In Fig. 235, CD is the span 
and AB represents the total reinforcing area. A, at the center of 
the span. If 4 bars are used, the line AB is divided into 4 
equal parts, each division representing the area of one bar; the 
lengths of the several rectangles, determined by the intersections 
of the horizontal lines with the parabola CBD, give the respec- 
tive lengths of the bars. In practice the bars instead of being 
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cut off are frequently bent up, run to the top and then to the 
end of the beam, as in Fig. 236, thus reinforcing the upper flange 
of the beam over the support, where, owing to the monolithic 
character of a concrete beam, there is restraint and consequent 
tension. The bars are usually bent up in pairs. The area run 
over the supports generally exceeds 25 per cent of the gross 
area A\ the remainder of the bars are continued through the 




=? 



Fig. 235. 



— Span 

Fig. 236. 




lower flange and over the supports. If it is preferred to calculate 
the length of the bars the following formula may be used, 



/ 



where / = length of bar in lower flange between bends, inches. 

a = area in square inches of bars, including all shorter 

bars and the bar whose length is desired. In 

Fig. 235, if the length of bar No. 3 is desired, 

a = area of bars Nos. i, 2 and 3. 

A — area in square inches of the total reinforcing at the 

center of the span. 
L — span of beam, inches. 

Design of a T Beam 

A T beam spans 20 ft. o ins. ; the beams are spaced 10 ft. 6 ins. 
and carry a uniform dead load of 30,000 lbs., while the uniform 
live load is 75,000 lbs. 

The slab thickness is 7.5 ins., rf = 29 ins., and the width of the 
stem &i is 20 ins. Assume the width of slab acting as flange at 



Digitized by VjOOQ IC 



REINFORCED CONCRETE 217 

80 ins. The reinfordng bars are foxir li-in. round bars and five 
ij-in. round bars. 
The total area of the steel is 

Four li-in. round bars«* 4 X 0.99 » 3.96 sq. ins. 
Five ij-in. round bars = s X 1.23 =» 6.15 sq. ins. 

Total 10. II sq. ins. 

These bars to be spaced not less than 2^ times their diameters. 
From the dimensions given we have 

a 29 

lO.II 

From the curves we find that k = 0.305 and that j = 0.90, 
also y = 34. 

Je 

Wl 

The bending moment on the beam being assumed as 3/ = — > 

o 
,-. 105,000 X 20 X 12 • lu 

M = -^ = 3,150,000 m. lbs. 

M ^ A*f^ •/ .d; /, = 3?^5Q?QQQ — = 12,000 lbs. per sq. in. 

'' -^ ' -^ lo.ii X 0.90X29 ' t^ ^ 

Bent Bars. — Assuming that four ij-in. roimd bars are placed 
above the five i J-in. round bars and that these four bars are bent 
alike, the length of the four bars between the bends will be . 

/ = LV/^ = 24ov/^=iSoms. 
^ A ^ lo.ii 

Had it been desired to bend up bars i and 2 before bars 3 and 4 
were bent their lengths / would have been 

/i = L V- = 240 V '" = 106 ins. 
^ A, ^ lo.ii 

The minimum length of the bars to develop the proper bonding 
strength is given by the formula 

8><X. ^ i.i25X 12,000 ^^ 
2X» 2X7S. 
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It is seen that the io6 ins. required for flange strei^th provides 
ample bonding strength. 

Web Reinforcement 

The majdmum shear at the center of the span will occur when 
the beam is covered with the live load from its center to one of 
the supports. The dead load being 30,000 lbs. the live load is 
105,000 — 30,000 = 7S,ooo lbs. 

The load on one-half of the span then is 37,500 lbs. The live- 
load reaction (Fig. 237) is 



R^ = ^2:5ooXi ^ ^3^5 lbs. 



20 

The maximum shear diagram is then given by Fig. 238. 

The straight-line approximation, ab, is conmionly used. 

Figure 239 represents a reinforced-concrete T beam from the 
center of the span to the right support. 

From the point f , the intersection of the center line of the span 
and the neutral axis of the beam section, draw ij^ making an 
angle of 45 degrees with the horizontal axis of the beam. The 
unit shear at any point below the axis equals the imit diagonal 
tension; at the center of the span this is 

^225^ ^ 9375 ^ j5 j ^ j^s. per sq. in. 
biXd' 2oX2g ^ ^ ^ 

A line ih is laid off from i at right angles to ij and to a length 
representing 16 lbs. Through the point k, at the junction of the 
neutral axis and the line of reaction at the right support, drawj* 
at right angles to ij\ The unit end shear is 

biXd 20X29 ^^ 

This value is laid off to scale in jb, hb may be joined by a 
straight line or the true curve may be used as explained in Fig. 
238. The former is done here, it being as accurate as the prob- 
lem warrants. If it is assumed that the concrete can carry 
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30 lbs. per sq. in. lay off ja to scale representing 30 lbs. and draw 
the line ag parallel to ij\ The bars are bent after their lengths 



Fig. 237. 



— ^tt.<F— 



875004^ Live Load 



j« »ft.O" W 




in the lower flange exceed the distances previously calculated as 
necessary, one-half these lengths being used as the lengths are 




fe be 



;3d 



DIAGRAM OF MAXIMUM SHEAR6. 



Fig. 239. 

measured from the center line c-c. The area of the trapezoid 
abdc multiplied by Ji gives the load carried by the rods 3 and 4. 
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The mean ordinate of the trapezoid is 
cd + ab __ 42 i-6o _ 
2 2 

ac = ig ins. The area abdc is 51 X 19 = 970 lbs. 

The total load on the bars 3 and 4 = 970 X Ji = 970 X 20 = 
19400 lbs. Hence the unit tension in the bars is 

-^^ — = 0800 lbs. per sq. in. 
2 X 0.99 ^ ^ ^ 

The tension in the bars i and 2 will be considerably less, but 
this is made necessary, as the spacing must be less than d, or 
29 ins., and the length of these bars in the lower flange measured 
from the center line of the span must exceed 53 ins. The bent 
rods are ordinarily assumed as acting approximately through the 
center of gravity of the trapezoid representing the load they 
carry; thus bars 3 and 4 should pass approximately the center of 
gravity of the trapezoid cbda. 

Although the discussion errs on the side of safety it should be 
remembered that, the diagram being one of maximum shears, the 
shears given are not in existence at the same time. There is still 
a diagonal tension efg not cared for; this will be provided for 
with vertical stirrups and the whole beam will be strengthened 
by their insertion across the span. The vertical stirrups are 

also useful in holding the horizontal bars in 

place. 
Had the horizontal shear been assumed as being 

resisted by the vertical stirrups and these stirrups 

taken as ^-in. round bars bent as shown in Fig. 

240, making four sections of the rod that would 
Fig. 240. i^2Lve to be sheared, and allowing 10,000 lbs. per 
sq. in. as the permissible shear fiber stress the stirrup value 
would be iZ = 4 X 0.196 X 10,000 = 7840 lbs. The vertical 
shears are given by the diagram of maximum shear (Fig. 238), 
and have the following values at the several distances from the 
center of the span. 
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Distaaoe from center Max. shear, 

of span, feet. pounds. 

8 43,87s 

<3 35»25o 

4--. 27,000 

2 18,000 

The minimum spacing will be at the supports and will be 

^_ 0.8^ dXR 0.85X29X7840 _ ^^ 

V-o.SsX^cXbiXd 52,soo-(o.8sX5oX2oX29) ' 

The spacing 8 ft. from the center of the span is 
0.85 X 20 X 7840 
43»87S - (0.85 X 50 X 20 X 29) 
The spacing 6 ft. from the center of the span is 

s 0.85 X 29 X 7840 . ^ ^8 j^^ 

3S>25o - (0-85 X 50 X 20 X 29) 
The spacing will be made, starting at the piers and running 
towards the center, 2 spaces at 8 ins., 2 spaces at 10 ins., and 
from there to the center the spacing will be 12 ins. This makes 

all the spacing less than -, or-2 = 14.5 ins., which would be the 

2 2 

maximum for the best practice. The vertical stirrups might 

have been made much lighter considering what the bent rods do 

to strengthen the web, but in this case the vertical stirrups have 

been figured as resisting the entire horizontal shear, the bent rods 

will strengthen the web and will strengthen the beam to resist 

bending by resisting a negative moment over the supports. 

Columns 

Concrete columns are reinforced in one or both of two ways: 
(i) by steel rods paralleling the axis of the colimm and (2) by 
spirally wound metal bands. In the first case the metal shares 
the load with the concrete, while in the second case the bands 
strengthen the concrete by preventing lateral expansion which 
is assumed as occurring when the column is shortened along its 
axis by the load. As it is customary to tie the longitudinal 



Digitized by VjOOQ IC 



222 GRAPHICS AND STRUCTURAL DESIGN 

reinforcements in place with steel wires or bands it virtually 
amounts to combining both forms of reinforcements. 

The following is the usual discussion of the strength of columns 
having longitudinal reinforcements. 

The nomenclature is 

P = total load on colimm, pounds. 

A^ = area of concrete inside reinforcements, not including 

steel, square inches. 
il« = area of steel, square inches. 
A ^A.+A,. 

p = ratio, -^. 

If the column with longitudinal reinforcement is loaded, its 
length will be altered, the steel and concrete being shortened the 
same amount. The unit reduction is 

E, e: 

from which f^^f^x-^^n X/.. 

The total load carried by the column then is 

P^A. ./. + A, •/, = A. . n/, + A, ./„ 
and P= (^..» + ylc)/c; also P = .4 -/Ji + />(»- i)]. 

The working dimensions of the columns are generally assumed 
as those inclosed by the longitudinal or band reinforcements. 

The proportions of concrete columns ordinarily work out so 
large that their ratio of length to smaller dimensions will usually 
be less than 15, thus making them short columns. The design 
may be safely made upon the basis just given, even where length 
divided by the smaller side reaches 25. 

The usual coating of concrete is commonly put on the column 
outside the reinforcing steel to protect it and act as fireproofing. 

A few of the numerous forms of metal reinforcements for con- 
crete are shown in Figs. 241 to 247 inclusive. Fig. 241 shows a 
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Fig. 241. 




Fig. 242. 




Fig. 243. 




Fig. 244. 



^< Ml %< 



Fig. 245. 



Fig. 246. 



0»OM MCTION or lAM 



Fia 247- 
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small section of expanded metal; this is made in varying sizes; 
the smaller, called metal lath, is intended to replace wooden 
laths. For concrete reinforcement the 3-in. mesh expanded metal 
is better. It is made in weights having a cross-sectional area of 
from 0.06 to 0.60 sq. in. per ft. of width. The triangular-mesh 
steel-wire reinforcement illustrated in Fig. 242 serves about the 
same purposes as the expanded metal. These reinforcements 
have the advantage of reinforcing in both directions, that is, 
across the span and at right angles to it. 

Figure 243 is the Ransome twisted bar; Fig. 244 is the Thatcher 
bar and Figs. 245 and 246 are corrugated bars. These bars are 
designed to insure proper bonding between the steel and the 
concrete. 

Figure 247 is the Kahn trussed bar; flanges along the side of 
the bar are bent up to resist the horizontal shear in the web of 
the beam. 

The Pittsburgh Steel Products Company make a reinforcing 
frame consisting of steel bars through the lower part of the beam. 
To these bars on each side of the middle of the span are welded 
shear bars bent up and toward the adjacent support at an angle 
of 45 degrees. 

To the upper end of these shear bars are welded horizontal 
bars which run back over the support. These frames are made 
in standard sizes and the reinforcement in the upper flange over 
the supports is said in all cases to be at least 25 per cent of the 
metal in the lower flange. These frames are built up for certain 
spans and are placed completed in the forms about which the 
concrete is then poured. 
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CHAPTER XV 
FOUNDATIONS 

Teie designer recognizes two kinds of foundations, those for 
structures and others for machines. The function of the former 
is to distribute the pressure properly upon the soil and where 
settlement is inevitable to design the foimdations that, as far 
as possible, such settiement shall be imiform throughout the 
structure. It may also maintain the structure upright against 
wind or other forces tending to upset it, as in the case of a chim- 
ney. In machine foimdations besides these functions the mass 
of the foimdation may play an important part in absorbing 
shock or may even prevent the motion of a machine when acting 
on other machines upon foundations external to its foundation. 
Properly balanced rotary converters and turbo-generators re- 
quire only rigid support, while belt-driven machines, engines 
driving rolling mills, mill housings, etc., must be anchored. 

With modem concrete floors, foundations for most machine 
tools may be dispensed with, the machines being placed where 
desired and rag bolts used to hold the machine to the 
floor. 

The mass of a foimdation to limit the vibration of an engine or 
other rapidly moving and imperfecUy balanced machine within 
definite limits can only be determined when complete informa- 
tion of the design of the engine or machine is available. The 
determination of this mass therefore is properly the work of the 
engine or machine designer and not within the scope of this book. 
Numerous rules of thumb have been used in determining the 
minimum weights of foundations. One of these is to make the 
foundation weigh 1.5 times as much as the weight of the engine 

325 
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or machine. Another rule credited to E. W. Roberts is that 
F = o.2i£Vi^, where 

F » weight of the foundation, in pounds. 
E = weight of the engine, in pounds. 
N = R.P.M. 

The wide variations in these two rules show how unsatisfactory 
such formulae are. Vertical engines require heavier foundations 
than horizontal engines of the same capacity and speed. 

The foundations of machines subjected to much shock should 
be kept free from other foundations and the building. 

Although considering only pressure and settlement the best 
foundation bed is rock, yet vibrating machines placed directly 
upon the rock may result in the transfer of the vibrations through 
the rock for considerable distance. The usual precaution imder 
such circumstances is to place 2 or 3 feet of sand held in a pocket 
in the rock; this may be either a natural pocket or it may be 
made of concrete. The foundation is then built upon this cushion 
of sand. 

In setting an engine or important machine the foundation is 
brought to within f in. to i J ins. of its final top. The machine 
is then lined up by driving metal wedges between the foimdation 
and machine bed. When the machine is properly in line a dam 
is built aroimd the foundation top and a thin grout poured in, 
filling up the space between the bed plate and the foimdation. 
After the grout hardens it firmly secures the bed and the foxmda- 
tion regardless of the finish of the engine bed or foundation top. 
When the grout is properly set the wedges may be removed 
and the spaces left by them filled up with cement mortar. The 
foundation bolts are preferably located and held in place during 
the construction of the foxmdation by templates of the bed plate. 
The bolts may either be set right in the concrete or may be 
placed in pipes whose inside diameters somewhat exceed the bolt 
diameters and the pipes are then set in the concrete. The bolts 
are carried by the templates; the space between the top of the 
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pipe and the bolt is filled with burlap, waste or paper, to prevent 
the concrete filling the clearance space between the pipe and the 
bolt. 

This clearance permits some adjustment of the bolts should 
the bed plate disagree with the template. The foundation bolts 
should be run well down into the foundation. Frequently the 
nuts or keys are placed in pockets made accessible from the out- 
side of the foimdation. This permits of the ready replacement 
of a bolt should it be found to be necessary. 

In some cases what is known as a rust joint is made between 
the foundation and the bed plate. This is made by rusting cast- 
iron chips together with sal-anmioniac. Melted sulphur was 



BOLT 

Fig. 248. 



KEY 

Fig. 249. 



— -^ — 

u3n 




WASHER 

Fig. 250. 



also much used before cement grout became so common. The 
foimdation bolts generally have the end above the foundation 
threaded for a nut; the other end may either have a thread and 
nut or be slotted for a key. The washers in the foundation are 
of a great variety including scrap channels, angles or rails. 

Cast-iron washers may also be used but of whatever kind they 
should be large to distribute the pressure well over the concrete. 
Fig. 248 illustrates a slotted bolt, while Fig. 249 shows the usual 
key and Fig. 250 the cast-iron washer. In other cases the ad- 
justment of the bolt is provided for only at the top of the bolt 
for a distance of a couple of feet. This is done by using a short 
piece of pipe similar to the way mentioned before or by setting 
a wooden casing around the bolt which leaves a pocket in the 
finished foundation around the top of the bolt. The foundation 



Digitized by VjOOQ IC 



228 



GRAPHICS AND STRUCTURAL DESIGN 



should be carried to proper soil and always below the frost line. 
The load upon the soil should be calculated to see that it does 
not exceed that permissible. The allowable pressure upon the 
soil is commonly given by the building codes where the founda- 
tion is within a city's limits. 

It may frequently be had by obtaining data about neighboring 
foundations. The following table from " Baker's Masonry " is 
also available as a general guide. 



soa. 


Bearing power, 
tons per sq. ft. 


.SoU, 


Bearing 
power, tons 
per sq. ft. 


Rock, thick layers 

Rock, equal to best brick. 

Clay, thick beds, dry 

Clay, thick beds, moder- 
ately dry 


200 or over 

15-20 
4-6 

2-4 

1-2 


Gravel and coarse sand. . 
Sand, compact 


8-10 
4-6 


Sand, clean 


Alluvial soils 




Clay, soft 









Where the engine or machine is an important one and the soil 
of doubtful value, piles are frequentiy resorted to. The subject 
of piles is considered under building foundations. 



i 




Fig, 251. 

Figure 251 illustrates a foimdation for a machine. The bolts 
have been set in pipes and run through to pockets accessible 
from the outside so that the bolts could be replaced if necessary. 
This foundation shows tiie base extended to reduce the pressure 
upon the soil and a semicircular hole has been cut through the 
foundation to reduce its weight. 
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In another class of foundations for machines the foundation 
requires weight to prevent the overturning of the machine. 
Fig. 252 illustrates such a foundation for a crane. The load of 
33,000 lbs. is to be carried at a radius of 33 ft. The frame and 




425000* 



Distribution of 
Pressuro on Soil 



Fig. 252. 



machinery is assumed as weighing 11,000 lbs. and as acting at 
a distance of 6j ft. from the post center. The foundation is 
circular and has been assimied as weighing 425,000 lbs. The 
total weight on the foundation then will be the sum of these three 
amounts, 33,000 + 11,000 + 425,000 = 469,000 lbs. 
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The distance of the line of action of the resultant of these forces 
can be found by taking moments about the vertical axis of the 
post; hence 

^ = (33X33,000) + (6.5X11,000) ^ j^ 
469,000 

The maximiun pressure should now be determined as is done 
for a chimney (see page 245). The foundation has been assimied 

as circular. The kern radius of a circle is — • Here then r = — 

8 8 

= 2.0 ft. The resultant, therefore, falls outside the kern. Re- 
ferring to Fig. 270, we first find 



then « = 0.355 and W — ap^D^y 

or p. 



W 469, 000 ^ „ 

= ^ ^^^ .. = 5160 lbs. 



clD^ 0.355 X 16^ 

Whether or not this maximum pressure is permissible wiD de- 
pend upon the character of the soil or nature of the foundation 
xmder the section considered. The curves give ^ as 41 per cent 
and the neutral axis therefore faUs 16 X 0.41 = 6.55 ft. to the 
left of the vertical axis, or 1.45 ft. to the right of the left edge 
of the foimdation when the full load is in the position shown in 
the figure. The distribution of this pressure is indicated below 
the assumed foundation bottom. 

Building Foundations 

Since settlement of foundations is bound to occur, imless 
foimdations rest on bed rock, the foundations of a structure 
should be designed as far as possible to lead to uniform settle- 
ment. The effect of unequal settlement is frequently evident 
where chimney foundations have been carried into wall footings. 
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Here the settlement of the chimney may cause considerable 
cracking of the wall. 

In designing foimdations it is considered better to design the 
areas proportionally to the dead loads, which act continuously, 
and then see that they are sufficiently large to carry the combined 
dead and live loads without bringing excessive pressure upon the 
soil. The dead loads acting continuously will exert a greater 
effect upon the settlement of the foundation than live loads 
which may act but infrequently and then possibly be only a 
small part of the assumed live loads. 

When the footings are proportioned for both dead and live 
loads only such portion of the live loads should be considered 
as may be assumed as acting continuously. It is also of prime 
importance that as far as possible the center of pressure on the 
soil shall coincide with the center of gravity of the footing. The 
building codes of the various cities give the requirements of foot- 
ings and these are commonly required to be a certain enlarge- 
ment of the wall upon them. Where these codes are not available 
the footings can be designed using the tables of allowable pres- 
sures previously given. The areas should be enlarged under 
pilasters carrying heavy concentrations. 

Foundations for building columns, in addition to resisting 
vertical loads, may carry the horizontal reactions of wind loads, 
as in the case of the bent for the steel-mill building designed on 
page 118. Here there will be two cases, one (Fig. 253) where 
the column is assumed as hinged and then the horizontal reac- 
tion acts at the column base; the other (Fig, 254) where the 
column is considered as fixed and the point of application of the 
horizontal wind reaction is taken midway between the foot of 
the knee brace and the colxmin base. 

The base is conmionly a rectangle. Were there no horizontal 
force the pressure upon the foundation would be uniformly dis- 
tributed. The wind pressure tends to increase the pressure upon 
the leeward side of the foundation and decrease it upon the 
windward side. 
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As long as the resultant pressure R cuts the bottom of the 

foundation at a distance not exceeding -j from the center of the 

6 

base there will be compression over the entire base. R is the 

resultant of W and H, where W = load carried by the column 

or wall plus the weight of the foimdation and H = horizontal 

wind reaction on the column. Since neither masonry nor the 

surfaces of the foundation and soil in contact can be in tension, 




j{|°33III]IP. 




Fig. 253. 

having R pass beyond the middle third will reduce the area of 
the foimdation imder pressure and will consequently increase 
the pressure on the leeward side, see Fig. 254. 

When R falls in the middle third the extreme pressures on the 
edges of the foimdation are given by 

W 



here b 



width of the base at right angles to B. 
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When R falls beyond the middle third p^ = 



2.W 



The distance x may be found graphically, as shown, or by 
moments, since 



W*x-H*h or x = 



W 



In the second case (Fig. 254) the attachment of the columns 
to the bases must be sufficiently strong to develop the bending 

moment £? X - at this point. 
2 

The more general discussion of the kern of a section and the 
distribution of pressure upon the soil is given under chimney 
foundations, page 253. Where 
the base of a foundation ex- 
tends beyond the main shaft, 
Fig. 255, the portion extended 
should be calculated as a can- 
tilevered beam subjected to a 
uniform load p^. This is com- 
monly stated as tons or pounds 
per square foot. This exten- 

p = 30 to 50 lbs. per sq. in. in concrete 




sion e is given by e 



Fig. 255. . 
All dimensions in inches. 



p^ = maximum load on soil in pounds per square foot. 



Figure 
company, 
nace slag, 
minimum 
of column 
not over 5 
gravel 2.5 
2 tons. 



256 gives a foimdation standard adopted by one 
Capstone — i Portland cement, 2 sand, 4 blast fur- 
Foimdation — i Portland cement, 2 sand, 6 slag, 

bolt diameter — i\ in. — pressure on metal at base 
not over 10 tons per sq. ft. Pressure on capstone 
tons per sq, ft. Bearing pressure per square foot on 

tons. Bearing pressure per square foot on other soil 
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FN 




TTT|m 



Pig. 256. 

Where a shallow and light 
or reinforced-concrete footing 






■"1- 

— i — 


b_ 


W 1 





Pig, 258. 



Fig. 257. 

foundation is sufficient a grillage 
can be used. The beams or rails 
used in Fig. 257 may be cal- 
culated for the load given by 
a diagram similar to that of 

Fig- 255- 

The extended part is as- 
sumed as carrying a uniform 
load equal to the length e, in 
feet, multiplied by the maxi- 
mum load pg, in pounds per 
square foot. 

In the reinforced-concrete 
footing (Fig. 258) the rein- 
forcement can be only roughly 
estimated. One method is to 
consider the load upon the 
trapezoid abed and assume it 
as carried by the width be. 
The load W on this trapezoid 



(iTO I J> V 
— ^ — -^jA; the distance x to the center of gravity of the 



trapezoid is a: = ^ . _ ^ X -• 
B + Bi 3 
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The bending moment is M = W {A — x). In the formula 
for Wj all dimensions are in feet, p^ = lbs. per sq. ft. and W is 
in pounds. In the formula for x all dimensions are in inches. 
In the equation for M all the terms are in pounds and inches. 
Having found the moment M the design is readily completed as 
explained imder reinforced concrete and as illustrated by the 
design under a reinforced-concrete chinmey. 

Piles 

Where the sustaining power of the soil is inadequate any of 
the preceding foundations may be placed upon piles. Piles were 
until a few years ago entirely of timber, preferably white oak, 
with a point diameter of at least 6 ins. but frequently specified 
as 8 to 10 ins. Their lengths will vary to suit the particular 
location. During the last few years extensive use has been made 
of concrete piles. Timber piles should be sharpened at the 
point, and are frequently shod with an iron band or point to 
protect them. The larger end is cut off square and is also some- 
times protected with iron caps, hoops or bands. The brooming 
of the butt of a pile interferes materially with driving it, so that 
such piles should be trimmed during the driving to facilitate this 
operation. The final or test blows should not be made on a 
broomed pile. 

Piles may carry their load through friction between their sides 
and the surrounding soil, or they may be driven to rock when 
the load may be carried largely by the rock. A pile may there- 
fore fail through crushing of the timber, or, where a pile is driven 
to rock or its equivalent through loose soil, it may fail as a 
column. Specifications limit the load on a pile to from 40,000 
to 50,000 lbs., or 600 lbs. per sq. in. of its mean section. When 
a possible failure as a column is considered the load should be 
calculated for a column whose maximum stress does not exceed 
600 lbs. per sq. in. 

Timber pUes when completely submerged in water and not 
exposed to the toredo (shipworm) are apparently preserved 
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indefinitely. It is therefore necessary to cut timber piles below 
extreme low water. A bed is then built upon the tops of the 
piles to carry the upper part of the foundation (see Fig. 259). 
The usual spacing of the piles will vary from two to four feet and 
upon the tops of the piles which have been sawed off to a common 
level is placed a grillage of timbers secured to the piles with 
metal pins. The masonry is then placed upon this timber. All 
timber must be below water. Another and later practice, shown 
in Fig. 260, is to incase the tops of the piles in a bed of concrete. 
As in the first case the piles are cut off below the water level. 




Fig. 259 



The soil around the piles is excavated for a couple of feet and a 
bed of sand, say, 12 ins. thick, is put in, and upon this is laid the 
concrete whose thickness depends upon the load to be carried. 
This last method firmly incases the pile tops and distributes a 
part of the load upon the soil. 

Concrete piles have an advantage over timber piles in not 
being attacked by the toredo and in not having to be continu- 
ously submerged. 

There are several types of patented concrete piles. The 
Simplex is made in place by driving a hollow tube with a pointed 
end the entire depth required and then filling the hole with con- 
crete as the tube is withdrawn. In the Raymond pile a thin 
tube is driven from which a collapsible case is then removed and 
replaced with concrete. Other forms of reinforced piles are 
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made on the ground and when properly aged driven with a pile 
driver. 

There is no very satisfactory method of determining the bear- 
ing power of a pile. The best known, where the pile is not driven 
to refusal, is the Engineering News Pile Formula. This formula 

is P = — — — for drop-weight hammers and P = — ~ — ^ for 

S+l ^ ^ S + r^ 

steam hammers. 

P = safe load in tons, 2000 lbs. 
W = weight of hammer in tons, 2000 lbs. 
A = drop of hannner in feet. 
5 = penetration in inches due to the last blow. 



Digitized by VjOOQ IC 



CHAPTER XVI 

CHIMNEYS 

In the design of masonry chimneys it is usual to assume that 

the masonry cannot resist tensile stresses. If the weight of the 

column above the section i-i, Fig. 261 (a), 

is W pounds this load will be uniformly 

distributed on the section when no other 

forces act on the column above this section. 

If then the area is A sq. ins. the uniform 

W 
fiber stress is — lbs. per sq, in. Assmning 

a force F acting on the right of the column, 
it will tend to reduce the fiber stress on the 
right and increase that on the left of the 
section. The original fiber stress / is com- 
pression. If the force F is increased sujE- 
ciently the fiber stress on the right would 
become zero while that on the left would 
be doubled, as is indicated in Fig. 261 (d). 
The unit stress would vary across the sec- 
tion as shown in Fig. 261 (d), being as- 
sumed as varying uniformly. The stresses 
would still all be compression. Under these 
conditions the resultant R ol W and F must 
act through a point a distance q from the 
center of gravity of the section i-i. Should 
the resultant R act at a greater distance 
from the center of gravity of the section 
than g, which would be due to a still further increase in F, then 
the fiber stress on the right would pass through zero and be- 
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Fig. 261. 
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come tension, should the material resist tension , and the fiber 
stress on the left would be increased but would continue to be 
compression. Should the material not be able to resist tension 
the pressure will adjust itself to the left until the resultant 
stress R coincides with the point of intersection of the resultant 
of W and F with the section i-i. When the extreme fiber 
stress on the left exceeds the strength of the material, the sec- 
tion i-i will fail. It is usual to assume that the resultant R 
must fall within the distance q from the center of gravity of the 
section. Had the force F been applied at all possible points 
aroimd the column at the same distance y above the section 
i-i the points of intersection of the resultants R oi W and F 
would have described the figure shown black in Fig. 261 (b); 
this is called the kern of the section. If the section i-i at no 
point is to be subjected to tension the resultant R must fall 
within the kern for all positions of the force F. 

The moment on the section for a given loading will be the load 
W times the distance from the center of gravity of the section 
to the point of intersection of the resultant R with the plane of 
the section i-i. 

The allowable distance q from the center of gravity of the 
section to the resultant R that produces zero stress at the extreme 

fibers of the section for that position of F is given by g = > 

A. /\ 6 

where / = moment of inertia of the section, inches*. 
A = area of the section, square inches. 
e = distance from center of gravity of section to extreme 
fibers whose stress is to be limited to zero. 

The kerns for the commonest sections used for chimneys and 
foundations are given in Figs. 262 to 267. 
The minimum radii for the kerns of these several sections are, 

Square, Fig. 262, r = 0.118A. 
Rectangle, Fig. 263, r = ^^^7^^' 
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h h 

Triangle, Fig. 267, rj = — , and n = -• 
12 6 

Octagon, Fig. 264, fmin = 0.2256 if (if = radius of comers). 
Circle, Fig. 265, r =- (constant). 

o 

Hollow square, outer side = -ff, inner side = A. Similar to* 
Fig. 262 

f^ =0.118 H|^i+(^y]- 

Circular ring, Fig. 266, outer diameter = Z), inner diameter 



Tm\n 



-fhm 



In the case of retaining walls it is necessary to consider the force 
F as acting in one direction; the base is then rectangular and 
the resultant R must not fall farther from the center of the base 

than one-sixth the base width, or if 6 = width of the base, q — j- 

o 

This is commonly expressed by saying that the resultant pressure 
must pass within the middle third. 

In chinmey design in this country the wind pressure is gen- 
erally assiuned at 30 to 50 lbs. per sq. ft. upon flat surfaces, and 
at 20 to 30 lbs. per sq. ft. on the projected area of cylindrical 
surfaces. The greater of these pressures considerably exceeds 
any pressure likely to occur in ordinary localities. 

Ordinary masonry chimneys are commonly either square, 
octagonal or roimd. Square sections are suitable for short and 
unimportant chimneys while by far the greater number of 
chimneys are round. 

Chimney sections are obtained by the use of specially shaped 
brick for the comers of octagonal chimneys and radial brick for 
roimd chimneys. 

In small chimneys the upper 25 ft. should have a thickness of 
8 to 9 ins.; this thickness should be increased about 4 to 4§ ins. 
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Fig. 265. 
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Fig. 266. Fig. 267. 
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BRICK CHIMNEY 
Fig. 268. 
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in each succeeding lower 25 ft. In large chimneys whose diam- 
eters exceed 60 ins., the thickness of the upper 25 ft. should be 
12 to 13 ins. 

Ordinary brick dimensions are, width 4 to 4^ ins.; .length 
8 to 9 ins. 

Chimneys are commonly provided with a fireproof lining in 
the lower portion extending up to from one-third to one-half 
the chimney height. This lining, being protected from the wind 
pressure by the main walls of the chimney, can be made quite 
thin, frequently not exceeding from 4 to 8 ins. 

Designing a Chimney 

The method of designing a chinmey will be illustrated by 
making the calculations for the section d-d of the chimney in 
Fig. 268. The weight of the material above the section has 
been estimated as 545,000 lbs., being taken at no lbs. per cu. ft. 

The wind pressure has been considered as 25 lbs. per sq. ft. 

•of projected area for a round chinmey and has been estimated 

as 30,800 lbs. This wind force has been assumed as acting at 

the center of gravity of the trapezoid which is the projected 

area of the chimney above the section. 

The distance from the section d-d to the center of gravity is 

^^ b + 2b^ ^d^ 14.16 + 20 ^ 100 X 12 ^ ^ 
b + bi 3 14.16 + 10 3 

b = base of trapezoid. 
61 = top of trapezoid. 
d = altitude of trapezoid. 

From the intersection of the chimney axis and wind force lay 
off hi representing the weight to scale, 545,000 lbs., and at its 
lower extremity lay off ij to the same scale representing F = 
30,800 lbs. Draw the hypothenuse of this right-angled triangle 
and it will cut the section d-d at /. To insure the masonry at 
this section not being subjected to tension the point / must fall 
within the kern of this section. 
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For accuracy it is better to calculate the length Ik than to 
measure it from a drawing on so small a scale. The calculation 
can be made by the use of the similar triangles hlk and kij, hence 

ki 545>ooo 

hk = distance from the section to the resultant wind force. 
The kern radius is given by 



=fh(l)>th©>-^ 



ms. 



Since 31.4 ins. is less than 35.6 ins. it is evident that the 
resultant falls within the kern, and the section is subjected to 
compression only. 

The weights have been calculated, using the volume of a 
frustum of a cone as 

V = -[A+a + VAyral 
3 

h = height of the frustum. 
A = area of the base. 
a = area of the top. 

The following table gives the properties of the several sections. 



Section above. 



At top., 



b-4f. 
c-c. . 

d-d., 



H 

Top of foundation. . 



Distance 
from top, 

ft. 



25' o" 
So'o" 
75' o" 
100' o" 
125' o" 
150' o" 

185' o" 



Base foundation. 
Concrete at 140 lbs. per en. ft. 



Diameter 
O.D. 
I.D. 



i lo'-o" 
I 8'-o" 
J II' 4" 
\ 9' 4" 
i 12' 8" 
( 10' o" 

i 14' o" 

\ 10' 8" 
J is' 4" 
In' 4" 
( 16' 8" 
( 12' o" 
j 18' o" 
( 12' 8" 

Top ) 

22' O", I 

Bottom! 
30' o" J 



Mean 
diameter. 



10' 8" ) 
8' 8" I 
12' o" ) 
9' 8" ( 
13' 4" \ 
10' 4" I 
14' 8" I 
II' o" ) 
16' o" i 
II' 8"! 
17' 4'' \ 
12' 4' I 



Mean 
area, 

sq. ft. 



56 
74 
94 



229 



Weight 
above, lbs. 



77.000 
187,000 
341.000 
S4S.000 
803,000 

1.127,000 

2.006,650 
2,867,130 



Fat 

25 lbs. 



6.700 28.6 



13.750 
21,800 
30,800 
40.700 
Sa.Soo 

67.500 
67,500 



30.8 
33.a 
35.6 
38.0 



40.1 

{Max. 
66.0 



W.7 
21.3 
27.3 
31.4 
34-8 
37.3 

33.4 
239 
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It is seen in the above table that since the resultant pressure al- 
ways falls within the kern the maximum pressure never exceeds 
twice the fiber stress due to the weight above the section assumed 
as tmiformly distributed over that section. Considering the sec- 
tion at/-/, the load above that section being 1,127,000 lbs., and 
the area of the section 117 sq. ft., the load per square foot is 

1,127,000 ^ ,v 

-^ — ^ = 9630 lbs. 

117 

This is well below the allowable, or 144 x 150 = 21,600 lbs. 
per sq. ft. 

Some designers prefer to use the inertia of the section in 
making their calculations. Making the calculations for the 
section 150 ft. from the top we have 

The section modulus of the ring 

e 32D 4XSD 

Since - {D^ — d^) is the area of the ring section which we can 

4 
call A we have 






The dimensions for the section 150 ft. from the top are ^4 = 117 
sq. ft., Z) = 18 ft. o ins., d = 12.67 ft, hence 



/ 117/ o , 12.67^ 

- = -^(x8.o + ^) = 393. 



The projected area of the chimney is X 150 = 2100 sq. 

ft. The wind pressure on this area is 2100 X 25 = 52,500 lbs. 
The distance x from the section to the center of gravity is 

2fxiS? = 68ft. 
28 3 
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The moment of the wind about the section is 52,500 X 68 » 
3,570,000 ft. lbs., since 

- Me 3,570,000 „ -^ 

f = -— = ^'^t ' — = 9100 lbs. per sq. ft. 

^ 393 

I 127 000 
The direct pressure upon this section is ~ — ^ = 9630 lbs. 

per sq. ft. The maximum pressure upon the leeward side is 
9630 + 9100 = 18,730 lbs., while that on the windward side is 
9630 — 9100 = 530 lbs. per sq. ft., both being in compression. 

Some designers assume an allowable tension on the windward 
side of one-tenth the maximum compression on the leeward side. 
It is then understood that the material does not exert this tensile 
fiber stress but that the effect is to make the resultant com- 
pression pass outside of the kern and increase the maximum unit 
pressure. This can be imderstood by referring to Figs. 261 (a) 
to 261 (f). 

The determination of the maxunum pressure imder . these 
circumstances presents considerable difl5culties. As long as the 
resultant pressure at any section fell within that section the 
margin of security would be given by the ratio of the ultimate 
crushing strength of the material to the extreme fiber stress 
in compression at that section. Keeping the resultant within 
the kern affords a ready means of determining the maximum 
fiber stress, thus assuring safety. 

The maximmn pressure upon the foundation will now be 
determined. The foimdation being 30 ft. o ins. square the min- 
imiun radius of the kern is 

r = 0.118 X 30 X 12 = 42.5 ins. 

As the resultant passes 23.9 ins. from the center line of the 
foimdation it falls in the kern and the maximum imit compression 
will not exceed twice the unit uniform load on the foundation 
when no wind is blowing. 

The maximum unit pressure will be on a comer when the wind 
blows parallel to a diagonal. The moment on the foimdation 
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Fig. 969. 
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section is the product of the total weight on the soil multiplied 
hy qoT 

M = ^.867,000 X 23-9 ^ ^,j^^^^ ft ,1^ 



12 



The resistance of a square referred to a diagonal as an axis is 

- = 0.118 A». 
e 

The base being 30 ft. square and keeping the resistance in 
feet* we have, 

- =0.118 X30* = 3186. 

Since / = — ^ = ^'' ' — = 1800 lbs. per sq. ft., the direct 
/ 3186 

pressure is — — — =3190 lbs. per sq. ft. The maximum 

compression then is 1800 + 3190 = 4990 lbs. 
per sq. ft. The compression on the opposite 
comer is 3190 — 1800 = 1390 lbs. per sq. ft. 

These loads will be satisfactory if the soil can 
carry 2J tons per sq. ft. 

When the resultant of the wind pressure and 
the chimney weight passes outside of the kern 
of the bottom of a chimney the maximum pres- 
sure on the comer of a square or the cirami- 
ference of a circular section may be found by 
using the curves given in Figs. 269 and 270. 

Fig. 269 represents a square base, Fig. 270 a 
circular base. 



T 



A, 



^. 



Fig. 271. 



D = diagonal of square and diameter of dr- L 1 i-* — 

cle. 
h = side of square. 
q ^ ph = fiD = distance from center of section to resultant 

of wind and weight. 
a-a = neutral axis, axis of zero press\u:e. 
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F = total wind force on chimney, acting at the center of 

gravity of the projected area of the exposed portion of 

the chimney. 

W = total load on the soil, pounds. 

Ai = distance from force F to bottom of the foundation, 

p 

inches. See Fig. 271. q (inches) = Ai X ™ • 

W 

Self-sustaining Steel Chimneys 

A self-sustaining steel chimney, Fig. 272, is held upright by 
the resistance to overturning offered by the chimney, its lining 
and foundation. 

The wind pressure is commonly assimied as 50 lbs. per sq. ft., 
acting upon the side of a square chimney, or 25 to 30 lbs. per 
sq. ft. of vertical projection upon round chinmeys. 

Usually the thickness of the upper sheets is determined for 
durability rather than for strength, being made not less than 
y\ in. and frequently J in. thick. This thickness is then in- 
creased by -i^ in. every 30 or 40 ft. Some designers vary by 
■^^ in. instead of by y^ in. At the lower part of each 30 or 40 ft. 
section the fiber stress induced in it by the bending moment 
due to the wind pressure can be found and the section altered in 
thickness or length if deemed advisable. 

The rivet spacing is made small to assure tightness, being not 
less than 2.5 times the rivet diameter nor more than 16 times 
the thickness of the plate. For most ring sections this gives 
excessive rivet strength. 

An assimied ring section may be checked as follows: 

M = bending moment in inch pounds on the section due to the 

assumed wind pressure above that section. 
D = outside diameter of the chinmey in inches. 
h = distance from a ring section to the chimney top, inches. 
t = thickness of shell, inches. 

F = total wind pressure acting upon any portion of the 
chimney, pounds. 
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The chimney above the given ring section acts as a cantilever 
beam, and the bending moment equals the total wind pressure 
upon the vertical projection of the diimney above this ring 
section multiplied by one-half the distance from the ring section 
to the chimney top. The chimney will be assumed 66 ins. 
O.D. and loo ft. high. The bell section is 9 ft. high and the 
section to be examined is 91 ft. from the chimney top. The 
total wind pressure on the vertical projection of this part of 
the chimney is F = 5.5 X 91 X 25 = 12,510 lbs. and 

M = 12,510 X = 6,830,460 in. lbs. 

2 

The value of - for a ring section is 
e 

I _ T{D'-d') 

e 32 X Z> ' 

where D = outside diameter. 
d = inside diameter. 

Where t, the thickness of the shell, is small compared with D, 
this value may be approximated as 

- for the case in hand is - = - X 66.625 X -^ (66.625 — 0.9375) 
e e 5 16 

= 1094. 

I 1094 

This fiber stress is on the gross section. If the net section at the 
rivet circle is x per cent of the total section then the maximimi 
fiber stress between rivets is 

/m = -^, or, if x = 80 per cent, /m = -4^ 
X .00 

= 7800 lbs. per sq. in. 

As these fiber stresses are satisfactory the y\-in. shell will be 
used. 
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Riveting Ring Seams 

5 = pitch of rivets, iniches. The force acting on the rivets 
per inch of drciunf erence is / X / X /, and to this must be added 
the weight of the shell i in. wide from the given section to the 
top. The calculation of this weight can be facilitated by remem- 
bering that a J-in. plate 12 ins. X 12 ins. weighs 10.2 lbs., then 
estimating the weight of a vertical strip 12 ins. wide and finally 
dividing the weight found by 12. 

For the section 91 ft. from the top, IXtxp^lX^^X 6250 
= 1950 lbs. 

1. 30 ft. of ^-in. plate, 30 X i X (f X 10.2) = . 230 

2. 30 ft. of J-in. plate, 30 X i X (i X 10.2) = 306 

3. 30 ft. of i«j-in. plate, 30 X i X (f X 10.2) = 383 

Total 919 

Adding 10 per cent for rivets, laps, etc. 91 



lOlO 



or = 84 lbs. per in. The total force per inch of circum- 

12 

ference acting on the rivets is 1950 + 80 = 2030 lbs. Allowing 

10,000 lbs. per sq. in. in single shear and 20,000 lbs. per sq. in. 

in bearing the value of a f-in. rivet in a i^^-in. plate is 4420 lbs., 

and the rivet spacing required is — — = 2.18 ins. or, say, not 

2030 

exceeding 2J ins. 

A double row of staggered rivets will be used at this seam 
spaced about, but not exceeding, 2j ins. Ordinarily the rivet 
spacing need be determined for only the lowest row of rivets in 
sheets of the same thickness. 

Riveting Vertical Seams 

The riveting in the vertical seams must provide for the shear 
along the neutral axis of the chinmey, and as the riveted edge 
may be in compression the rivets must be spaced to prevent 
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the buckling of the plate between them; this demands that the 

rivet spacing shall not exceed^ i6 times the thickness of the plate. 

The unit shearing stress at any point along a cylindrical beam 

— T' 

e 
where /, = unit shear in pounds per square inch at the section. 
V = shear at right angles to the neutral axis, pounds. 
r = radius at the section, inches. 

- = resistance of the section, inches'. 
e 

In this chimney at the section under consideration the unit 
shearing stress is 



fj:^ 12,5x0x33 ^80 

/ IOQ4 



lbs. 
1094 



This per inch of chimney height is 380 X ^^ = 120 lbs. 

The rivet spacing for shear then is — 37 ins. 

120 

This spacing of course is not permissible, 16 times the plate 
thickness limiting the spacing to 5 ins. It generally will be the 
buckling of the plate edge that will determine this riveting. 

The ring sheets are preferably of one piece, but in large chim- 
neys this becomes impractical both for manufacture and ship- 
ment. 

The base of the chimney is usually a bell, and is preferably 
a frustum of a cone, although sometimes flared to improve the 
appearance. The former shape is a much simpler and cheaper 
design. The height of the bell and the diameter at its base 
vary from ij to 2 times the chimney diameter. The bell sec- 
tion is usually made of a number of pieces, butt jointed with 
single outside straps as shown in the drawing. The bell sheets 
are usually tV"^- thicker than the ring sheets immediately above 
them. 
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Lining. — The method of lining varies. Where the tempera- 
tures do not exceed 650° F. (and they 
ordinarily do not) conmion red brick 
are satisfactory; otherwise a No. 2 
fire brick is required. At the top the 
lining should have a thickness 4^ ins., 
which can be increased by 4I ins. 
every 30 to 40 ft. In some cases the 
chimney is only partially lined, say 
one-half the way up, and in other 
cases the thinnest lining is made 2^ 
ins.; the former, however, is the bet- 
ter practice. 

Where the breeching from the boil- 
ers enters the chinmey above the base 
care should be taken not to weaken 
the chimney by cutting away too 
much, and the chimney should be 
suflSdently reinforced at this point. 
The practice of having the gases enter 
the chimney through flues below the 
steel base makes the chinmey stronger 
and of better appearance. 

Foundations 

The shell is maintained upright 
against the moment of the wind pres- 
sure by the weight of the foimdation 
and chimney with lining assmned as 
acting about the lower edge of the 
foundation. 

The foundation is concrete and the 
chimney is secured to it by heavy 
foimdation bolts. The concrete can 
be assimied as weighing from 125 to 150 lbs. per cu. ft. When 




u i i 

Flg.mid) 
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there is no wind acting upon the chimney the combined weights 
of the foundation, Wf^ the steel chimney, W^, and the lining, 
PTi, are distributed imiformly over the soil through the base of 
the foundation, as is shown in Fig. 277 (b). Now as a wind 
pressure F begins to act the uniform pressure previously on the 
soil will be altered, the pressure being reduced on the side upon 
which the wind acts and increased on the opp>osite side. In 
Fig. 277 (b) 5 and W^/ + W^c + ^u which are always equal, lie 
in the same line. In Fig. 277 (c) the force acting upon the 
base from the soil, 5, tas moved over, acting through the center 
of gravity of the trapezoid which here represents the distribu- 
tion of the soil pressure. 

When the wind pressure becomes great enough the distribu- 
tion of pressure on the soil will become that shown in Fig. 277 (d), 
being zero at the right, while the original pressure at the left is 
doubled. The force 5 will pass through the center of gravity 
of the triangle, or § JB from the edge of the foundation. It is 
conunonly assumed in masonry construction that the resultant 
pressure upon any section must pass within the kern of that 
section. Were the resultant 5 to pass to the left it would pass 
out of the kern. See page 238. In Fig. 277 (a) the moment 
due to the wind force must equal the moment of the forces PT/, 
Wc and PTj, with the arm a\ hence 

the limit being a = 0.118 JB we have 

f(^ + £r,) = (PT/ + PT, + W^ X 0.118S. 

The volume of a frustum of a cone or pyramid is 

3 
where A^ = area of the top of the frustum. 

i4fc = area of the bottom of the frustum. 
h = altitude of the frustum. 
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Maximum Pressure on the SoU. — When the resultant pressure 
passes through the kern the maxunum pressure will be less than 
twice the mean pressure. The maximum pressure per square 
foot then is 

A, 

P = pounds per square foot. 

Ai, = area of the base of foundation, square feet. 

Where the foundation is not reinforced the angle of the sides with 
the vertical should not exceed 30 degrees. 

The maximum pressure should not exceed that permitted on 
the soil (see page 228). 

In the chimney under discussion assume the base 18 ft. square 
and that the concrete weighs 140 lbs. per cu. ft. Estimating the 
weight of the steel of the chimney, the diameter being 5 ft. 6 ins., 
the circumference is 17.3 ft. 



beets 


Dimensions, 


Weights, 




feet. 


lbs. 


A 


17.3 X 30 X 10.2 X i 


3,980 


i 


17-3 X 30 X 10.2 X I 


5,300 


A 


173 X 30 X 10.2 X } 


6,620 


f 


17.3 X lo X 10.2 X i 


2,650 

18,550 lbs. 


per 


cent for bolts, rivets, laps, etc., 


1,850 



Total 20,400 lbs. 

The weight of the lining assuming the chimney to be lined to 
a height of 70 ft., 



Section. 


Lioinff. 


Area of lining. 


Volume, 




ins. 


sq.ft. 


cu. ft. 


Base to 40 ft. 


9 


II. 2 


448 


40 to 70 ft. 


4i 


6.05 


13s 



Total 583 

Weight of lining, 580 X 125 = 72,500 lbs. 

The height of the foundation will be assumed at 10 ft. 
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If the resultant of wind pressure and total weight is to fall 

within the kem its distance from the center line of the chimney 

must not exceed 0.118 X B = 0.118 X 18 X 12 = 25.5 ins.; 

this is the distance along the diagonal. At right angles to the 

H 12 

side of the square it would be - = 18 X — = 36 ins. 

6 6 

Trying the following foundation, top 10 ft. square, bottom 

18 ft. square and height 10 ft., the volume of this foimdation 

is 

F = - (^, + ^5 + ^A,XA, = — (id* + i8« + Vio^ X 18^) 
3 3 

= 2013 cu. ft. 

Weight = 2013 X 140 = 281,800 lbs. 
The total weight on the soil is 281,800 + 20,400 + 72,500 

== 374>7oo lbs. The uniform pressure per square foot is ^^liZ — 

324 
= 1150 lbs. The residtant of wind pressure and total weight 
cuts the bottom of the foundation a distance q from the center 
line of the chinmey. The total wind force is F = 5.5 X 100 X 30 
= 16,500 lbs. This force acts at a distance of 50 ft. from the 
base of the chimney or 60 ft. from the bottom of the foundation. 

„ 60 X 12 X 16,500 

Hence a = ~ — = 31.7 ms. 

374,700 

The resultant evidently falls outside the kem on the diagonal 
but passes within it at right angles to the side. 

The maximum pressure on the comer can be foimd by the 
assistance of the curves. Fig. 269. 

From the curves for a square base when P = 0.147, « = 0-^2, 
and since 

P. = ^2 = J'^^''''^ 02 = 2625 lbs. per sq. ft, 
2 oD^ 2 X 0.22 X 18* r- -1 > 
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the foundation will be satisfactory if this load of 2625 lbs. per 
sq. ft. is permissible upon the soil under the chimney. 

Foundation Bolts 

The chinmey is assumed as tending to overturn about the 
aris a-a tangent to the bolt circle and diiOFering only slightly 
from the lower edge of the bell. 
The maximum fiber stress will 
be fm and will occur in bolts 
No. 3 and No. 4 (see Fig. 278), 
these being farthest froma~a. 
The fiber stress in any other 
bolt will be /,n multiplied by- 
the ratio of its distance from 
d-a to the distance of the bolts 
farthest from a-a; thus the 
fiber stress in the bolts 2 and 

5 is/« X ^. The resisting mo- 
P 

ment due to any bolt is the product of its area, the fiber stress 
acting in it and its distance from the axis a-a. The resisting 
moment of the entire group of bolts will be the sum of the 
moments of the individual bolts. Taking the case of the six 
bolts shown, and letting a be the area of one bolt, at the root 
of the thread, and R the radius of the lower bell circle, we have, 




No. bolts. 



Fiber stress. 



iand6 U(i-cos 3o") = ai34« f''><J^^ 



a and s it (i - cos 90°) = R 



UX- 



R 



Moment. 
•^"^ ^ 1.866 



2-a«/m'-R 



1.86612 - " -"" " 1,866 
3 and 4 U (i- cos 150*0 = 1.866^ fmXi 2'a'fm'R'iM6 

This gives a total moment of Af = 4.8 X a •/„ • R, 

In this way it may be shown that in the expression M = 

C •a-ffn'R, C has the following values for different nimibers 

of bolts. 
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Number of bolts. 


C. 


Number of bolts. 


C. 


4 


35 


12 


9-1 


6 


4.8 


i6 


12. 


8 


6.2 


20 


ISO 


lO 


7-7 







The moment on the chimney due to the wind has been found to 
be 6,830,460 in. lbs. The moment due to the weight of the 

chinmey which tends to hold it upright is Mi = 20,400 X — 

2 

= 918,000 in. lbs. The net moment to be resisted by the bolts 
is 6,830,460 — 918,000 = 5,912,460 in. lbs. 
Trying four bolts, Jlf = 4.8 a ./J?, or a = 5,912,460 ^ 

2.91 sq. ins. This corresponds to 2j-in. diameter bolts. The 
maximum total tension in a single bolt is 2.91 X 9000 = 
26,190 lbs. 

The bracket through which the bolt fastens to the bell of the 
chinmey must be designed to resist this force. A very effective 
design is shown in Fig. 276. The bolts should be kept back as 
close as possible to the edge of the bell, and the bell sheet amply 
reinforced with straps at this p>oint. The lower edge of the bell 
should be reinforced with a circular band. This lower edge 
then rests upon a cast-iron base plate. Fig. 273, that distributes 
the pressure over the top of the foundation. The base plate may 
be made in one piece for small chinmeys, as shown, but is usually 
made of a number of sections for convenience in casting -'and 
handling. These sections when placed in position are secured 
with a few f -in. diameter bolts. After erection the bell of the 
chinmey and the foundation bolts will hold these sections in 
place. 

The foundation bolts should extend almost to the bottom of 
the foundation and should be fitted with a lock nut and washer 
or key and washer. 

The chinmey shoidd have a. light ladder running to a platform 
at the chinmey top. Dropping the platform a little below the 
top protects the handrail from the chimney gases. 
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Reinforced-concrete Chimneys 

In a reinforced-concrete chimney the weight of the concrete 
above the section under consideration will produce a compression 
on that section similar to that produced in a masonry chimney. 
Take any unit area having a ratio of reinforcement of <t>; under a 
given load the shortening of the two materials will be equal and 
the loads shared proportionally to their moduli of elasticity. 

Let/c = compressive unit stress in concrete, pounds per square 

inch. 

R 

^ = «; then the j&ber stress on the steel is /, = n ^fc and 

if L is the load on i sq. in. of section /. = — ■ ^ r . The 

1 + if) [n — 1) 

load can be assumed as the weight of the concrete for the ordi- 
nary percentages of steel reinforcement. 

With wind acting on one side of a chimney the pressure upon 
the leeward side is increased while that on the windward side 
is decreased, finally becoming zero while that upon the leeward 
side becomes double the original direct unit pressure. The 
concrete not being assumed as resisting tension may however 
be considered as acting like a beam until the compression at the 
windward side becomes zero. Under these circumstances the 
resistance of the section may be used as in the case of a beam 
resisting both tension and compression. In calculating the 
moment of inertia of the section proper allowance must be made 
for the modulus of elasticity of the steel diflfering from that of 
the concrete. 

/ = /c + /. = 4 (^' + ^') + o.394» • A^^ (A-3 h); 

10 

here, / = total inertia of concrete and steel. 

/c= inertia of concrete ring. 

/, = inertia of steel. 

A = area of concrete ring, square inches. 
D = outside diameter of section, inches. 
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d - inside diameter of section, inches. 
A= diameter of steel cylinder having same area as total 

reinforcement at the section. 
h = thickness of equivalent cylindrical steel reinforcement. 

Generally h will be so small that 3-/i may be neglected, making 

I^^(D^ + d^)+o.394nDi\. 
Where the ratio of reinforcement is known h =-(/> — d). 

2 

When the point has been reached where the extreme fiber 
stress on the concrete on the windward side is zero any further 
increase of the wind pressure F will be resisted by increased 
compression in the concrete on the leeward side and by the re- 
inforcing steel taking tension on the windward side. This causes 
the axis of zero stress to move across the section from the extreme 
fibers on the windward side towards the leeward side. Consider- 
ing now only the additional moment applied after the extreme 
fiber stress on the windward side becomes zero there will be 
created additional compression on the leeward side shown 
shaded, while on the windward side the fiber stress will be tensile 
and must be carried by the steel. Con- 
sidering now the fiber stress as indicated 
in Fig. 279, it will vary uniformly on 
each side of the neutral axis a-a, the 
stress in the steel being n times the stress 
in the concrete at the same distance from 
the axis a-a. 
The resultant of the flange stresses in 
I / compression, shown in the shaded por- 
tion in Fig. 279, must equal the resultant 
of the tensile stresses in the steel in the 
remaining part of the section, the portion 
not shaded. The resisting moment induced in any section 
equals either flange force multiplied by the distance between 




f,W^ 



FkG. 279. 
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the lines of action of the resultant flange forces on each side of 
the axis a-a. This distance has been found to be constant and 
to equal 1.56 R„ where i?, = radius of the steel circle. 

The values of the flange forces and the moments have lieen 
calculated based upon the assumption that the stresses vary 
proportionally to the distances of the fibers from the neutral 
axis a-Cy and that the fiber stress in the steel is n times that 
in the concrete for similar positions, the thickness of the wall 
Ri — r (Fig. 281) has been considered small compared with if, 
that is the flanges have been considered as lines. The flange 
forces are 

Tensile steel, F< = 2 /./,i2. X Ci. 
Compression steel, F^ = 2 /,/J?, X Cs. 
Compression concrete, Fco = ^fcJcoR X Cs. 

The moments due to these forces are 

Tensile steel, M^ = 2/,/^.2 >< C2. 
Compression steel, Mc = 2JJL^^ X C4. 
Compression concrete, M^o = 2/«^«^^ X C4. 

Here /, = thickness of equivalent cylindrical steel reinforcement, 
inches. 
/i= extreme fiber tension in steel, pounds per square inch. 
if, = radius of steel, inches. 
/.= extreme fiber compression in steel, pounds per square 

inch. 
tco — thickness of concrete, inches. 
/«,= maximum compression in concrete at mean radius if, 

pounds per square inch. 
if = mean radius of concrete, inches. 

The values of these coefficients Ci, C2, Cz and C4 have been cal- 
culated for the several values of k and are given in the curves. 
Fig. 280. The following relations are important. Ft = Fc + F^o- 
The total resisting moment of a section JIf = Jlf ^ + Af e + Af«. 
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The distance between the lines of action of the resultants of the 
flange forces has been previously stated as 1.56 J?,; hence the 
moment may be expressed as 

M = F,X 1.56 12 = {Fc + FJ 1.56 iJ. 
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Fig. 280. 

The table also gives the relations between the several fiber 
stresses and the critical percentages of reinforcements for the 

various values of i. A = — . Here R is the radius of the flange 

being considered, that is, R. for the steel and the mean radius 
for the concrete. The following problem will illustrate the cal- 
culations of a chimney as outlined. 
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Problem. — A chimney is 150 ft. high. Its outside diameter 
is 10 ft. and the walls at its base are 9 ins. thick. Assume a 
wind pressure of 50 lbs. per sq. ft., giving an equivalent pressure 
of 30 lbs. per sq. ft. of projected area of the round chimney. 
The pressure on the concrete is not to exceed 500 lbs. per sq. in., 
while the unit stress on the steel must not be over 15,000 lbs. per 
sq. in. The chimney walls are 6 ins. thick for the upper 100 ft. 
and 9 ins. thick for the lower 50 ft. In Fig. 282 assume a rein- 
forcement of I per cent and that a bar of concrete i sq. in. in 




Fig. 281. 




section and 12 ins. high weighs i lb. The direct compression in 
the concrete at the base of the chimney is 

(100 X f ) + 50 _ 117 



Pc = 



100 lbs. per sq. in. 



I + (» — i) 1. 14 
The inertia of the section with i per cent steel is 

10 

/ = ^ (l202 + I022) + 0.394 X IS X 114' X 0.09 

= 13,350,000 in. lbs. 

,-. pl 100 X 13,350,000 . „ 

Af = ^-- = ^»o2_2 ^ 22,200,000m. lbs. 

e 60 

The total wind force is PT = 10 X 150 X 30 = 45,000 lbs. The 

1 2 
moment due to this wind pressure is JIf = 45,000 X 150 X — 

2 
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= 40,500,000 in. lbs. The remaining moment to be resisted by 
the reinforced section after the stress in the extreme fibers on 
the windward side has become zero is 40,500,000 — 22,200,000 
= 18,300,000 in. lbs. The compression on the leeward side at 
this time is 2 X 100 = 200 lbs. per sq. in. The permissible in- 
crease in the compression on the leeward side is 500 — 200 = 
300 lbs. per sq. in. 
The additional flange force is 

p = 18,300,0^ ^ 18,300,000 ^ ^ 
{1,56 XR) 1.56X57 
F, = 2 X /. X/. X i?. X Ci = 2 X 0.09 X 15,000 X 57 X 1.32 

= 203,000 lbs. 

This is sufficiently near the required 206,000 lbs. From the 
curves. Fig. 280, the ratio of stress in the steel to that in the 
concrete is 57 to i; hence 

15,000 , „ 
pc = -^ — = 263 lbs. per sq. m. 

57 

The approximate total stress in the concrete = 200 + 263 
= 463 lbs. It should be noted that the 263 lbs. is the flexural 
stress at a distance R^ from the center of the chimney and that 
this can be easily corrected. 

The value of k from the curves corresponded to 0.58, making 

A = * X 12. = 0.58 X 57 = 33 ins. 

The distance from the neutral axis to the steel 57 — 33 = 24 ins. 
The distance to the outside of the concrete is 60 — 33 = 27 ins. 
By similar triangles, 

4" = 12 ^j. 7^^ = 296 lbs. 
fc 24 

The extreme fiber stress then becomes 200 + 296 = 496 lbs. per 
sq. in. 
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Design of a Reinforced-concrete Chimney 

In Fig. 283, assuming the chimney wall 5 ins. thick at the top, 
the area of this section is 12 10 sq. ins. The radius of the kern 

^s D( ^d^\ 82/ ^722\ ^ . 

^ = 8^+^ry(^+8?r-3ms. 

This means that before any reinforcement would be required the 
resultant of wind force and weight could pass 18.3 ins. beyond 
the axis of the chimney. It follows that the weight above a 
section / feet from the top, divided by the wind force acting on 

the portion above that section equals -ins., divided by 18.3, or 

2 

/ 

1210 X / 2 , 1210 X 18.3 X 2 Q -. 

7-T i = -r—j or / = — —^ = 18.1 ft. 

30 X 6.8 X / 18.3' 30 X 6.8 X 12 . 

Hence the upper 18 ft. would require no reinforcement. It is 

usual to place a small reinforcement in this portion. Assuming 

a reinforcement used here of J per cent (0.005) ^le distance that 

this will serve down the chimney can be found in a similar way. 

From the curves the ratio of the j&ber stresses for p = 0.005 is 

85 to I ; hence taking the fiber stress in the steel at 15,000 lbs. per 

I ^ 000 
sq. in. would make the value of /. = -^ — = i77 lbs. per sq. 

in. ; as this is very low the tensile steel will determine the strength 
of the section. The value of Ci is 1.38. The flange force in 
the tensile steel then is 

Ft ^2 tj, X 12. X Ci = 2 X 0.0025 X 15,000 X 38.5 X 1.38 
= 39,800 lbs. 

J/i = F, X 1.56 X 12. = 39,800 X 1.56 X 38.5 = 2,395,000 in. lbs. 
The inertia of the section is 

• 10 

/ = ^ (82^ + 72«) + 0.394 X 15 X 77* X 0.0025 = 968,406. 
10 
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Pig. 284 



Fig.,385 




Fig. 388 



REINFORCED 
CONCRETE CHIMNEY. 



(a66) 
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Now Af = ~ , and when the fiber stress on the windward side 
e 

becomes zero that on the leeward side has become double the 

stress due to the weight above the section. 

K the concrete weighs 144 lbs. per cu. ft., and the distance 

from the top to the section is I feet, then / = /, and we have 

a 41 

The bending due to the wind acting on the portion above the 
section equals the sum of M\ and M^. From the wind pressure 
and the chimney dimensions thie bending equals 

M% = ~ = 1220 r. 

2 

Equating these values of M we have 

1220 X /^ = 23,600 X I + 2,395,000, 
from which 

i' - (19.3 X /) + (^y = 2040, or / = 54.8 ft. 

This reinforcement will have an area of 12 10 X 0.005 = 6.05 sq. 
ins., and will require 14 — f-in. round bars. Allowing a bond 
stress of 80 lbs. per sq. in. the length of the bars at laps is 

7 -/aXd 

n 7 — » 

4/6 

where l\ = length of the lap in inches. 

/, = fiber stress in steel, pounds per square inch, 
/ft = bond stress, pounds per square inch. 
i — diameter of round bar or side of square bar, inches. 

In the problem 

, 12,000 Xd , 

d being | in. the lap should be 37.3 X 0.75 = 28.1 ins. 
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The reinforcement will now be determined for the section at the 
base. The moment due to wind at this section of the chimney 
is 

M = [(8s X 6.8 X 30) (^ + 40)] + [(40 X 8.S X 30 X 20)] 

= 1,634,550 ft. lbs. 
M = 19,570,600 in. lbs. 

D = 102 ins. J = 88 ins. The area of the section is 2085 sq. 

ins. The weight of the upper 85 ft. is 12 10 X 85 = 103,000 lbs. 

lO'Z 000 

The load per square inch on the lo^er section is/c = — ~ h 40 

2085 

= 50 + 40 = 90 lbs. per sq. in. Trying a reinforcement of 
0.0175, from the curves Ci = 1.25, y- = 41, and k = 0.46. 
Revising/c for the steel percentage 

/ ^ 90 ^ 9Q ^ 

^" I.+ 0(» - i) I + (0.0175 X 14) 

The compression on the leeward side when the tension on the 
windward side is zero is 2 X 72 = 144 lbs. per sq. in. The 
tension in the steel corresponding to this is (500 — 144) 41 = 
14,596 lbs. per sq. in. 

F = 2 tJtKCi = 2 X 0.1225 X 15,000 X 48 X 1.25 
= 220,000 lbs. 

M = FX 1.56 X 12. = 220,000 X 1.56 X 48 = 16,500,000 in. lbs. 
The inertia of the section is 

/ = 4 (^' + ^') + 0-394 X n X Di% 
. 10 

= ^ (i02« + 882) + o 39^ X 15 X 96* X O.I22S, 

I = 2,365,000 + 640,000 = 3,005,000, . 

, -. // 72 X 3,005,000 

Af ==-'— = — — == 4,240,000. 

e 51 
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The remaining moment to be resisted by the chinmey is 

19,570,000 - 4,240,000 = 15,330,600 in. lbs. 
F = if -5- (1.56 X R,) » 15,330,600 -^ (1.56 X 48) = 204,000 lbs. 
/, = F -$- (2 X <. X R,XCi) = 204,000 -^ (2 X 0.1225 X 48 X 1.25) 

= 13,800 in. lbs. 

/e = ^^^^ = 34olbs. 

41 

The extreme fiber stress will be somewhat in excess of this. 
k = 0.46, A = A X -R, = 0.46 X 48 = 22 ins. 

26 "f" % 

By similar triangles the extreme fiber stress is 7-^ X 340 

20 

= 378 lbs. per sq. in. The extreme fiber stress then becomes 

(2 X 72) + 378 = 522 lbs. per sq. in. The reinforcing bars 

will require an area of 2085 X 0.0175 — 36-5 sq. ins. Using 

f -in. bars will demand ^-^ = 76 — f-in. bars. 

0.44 

Similar calculations will indicate the following bars in the 

several sections; beginning at the bottom, we have 

Section. Section. 

First, 22 ft., 76 }-in. round bars. Fourth, 22 ft., 28 }-iii. round bars. 

Second, 25 ft., 60 }-in. round bars. Fifth, 34 ft., 14 J-in. round bars. 

Third, 22 ft., 44 }-in. round bars. 

Horizontal reinforcing rings must be used to resist the web stresses 
and also to prevent cracking due to expansion from the heat. 
Concrete being a poor conductor of heat the inside becomes much 
hotter than the outside. This causes considerable circum- 
ferential stress in the chinmey which must be resisted by hori- 
zontal rings, preferably placed near the outer surface of the 
chinmey. 

The amount of this circumferential reinforcement can be only 
roughly approximated, as the diSFerence in temperature between 
the inner and outer faces of the wall must be guessed. In 
several chimneys this reinforcement was from ^ to | of i per cent. 
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The greater the steel ratio the higher is the compression in the 
concrete. 

These chimneys are generally lined at least one-third then- 
height. The inner tubes, being protected from the wind, are 
merely called upon to resist temperature stresses. These are 
not usually calculated. The linings may be made of fire brick 
or reinforced concrete and will have horizontal ring reinforce- 
ment somewhat lighter than in the outer wall, say from i to J 
of I per cent, and vertical reinforcement to resist temperature 
stresses of from j to ^ of i per cent. 

The horizontal reinforcing rings are commonly ^-in. or f-in. 
rounds, and are spaced from 12 ins. to 18 ins. vertically. The 
spacing should be closer at the point on the chimney where the 
lining stops, Fig. 286, and additional vertical reinforcement should 
also be placed at this part. 

Chimney Base, Fig. 288. — Estimate of total weight of 
chimney: 

Section Area, Voltxme, Weight, 

sq. ft. cu. ft. lbs. 

Upper ^iV^- X 85 = 715 X 144 = 103,000 

Lower ' ^^ X 40 = 580 X 144 = 83,500 

Lining f }1 X 40 = 265 X 144 = 38,200 

Base 56 X 3 = 168 X 144 =* 24,190 

Foundation (341 + 486) X 144 = 167,000 



Total 415,890 

The total wind moment previously found for the base of the 
chimney is 1,634,550 ft. lbs. The total force is (85 X 6.8 X 30) 
+ (40 X 8.5 X 30) = 27,540 lbs. The resultant wind pressure 

then must act ^' ^^'^^^ = 59.5 ft. above the ground line. The 
27,540 

resultant of weight and wind will act a distance q from the axis 

of the chimney and 

, ^ (59-5 + 7)^ = 66-5 X 27,540 ^ f ^ 8j^ 
* W 415,890 ^^ 52-oinb. 
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The radius of the kem for a square is r = 0.118 X A = 0.118 
X 20 X 12 = 28.4 ins. From page 246, 

/3 = I = — = 0.22, and a = 0.173, 
A 20 

since 

W-a./.-D-. or /.- ^ %,„ ^■(^1'^ ,,.). - 3°°° Ib^. 

^ = 0.25. The resultant pressure passes 4.4 ft. from the cen- 
ter so that the pressure extends a distance (5.6 X 3) = 16.8 ft. 
over the base. The area of the pressure on the base is 16.8 X 20 
= 336 sq. ft. The total pressure equals the entire weight of 

the chimney, hence 336 X ^ = 415,890 and 

2 

p = (415,890 X 2) -^ 336 = 2470. 

The reinforcement can be only approximated, the simplest way 
being to consider the part cdef, Fig. 288, as a cantUevered beam. 
The distance from the center of gravity of the portion cdef to 
the line cf is 

Area. Statical moment. 

H-2oXJa^= looX-y^ =333-33 

-loX i= ^ X (5 + i) -166.75 

166.58 

^ 166.58 . 

X = ^- = 2.22 ft. 

75 

The load on cdef approximates 75 X 2400 = 180,000 lbs. The 
approximate bending moment is Af = 180,000 X (5 — 2.22) 
= 500,400 ft. lbs. The bending moment per foot along the 
line df is (500,400 X 12) h- 10 = 600,480 in. lbs. Assuming 
» = 15; d = 42 ins. and p '= 0.0025; j = 0.922 and kj = 0.218. 
Using the formula for reinforced concrete design, we have 

- __ Af, 600,480 

^' " A Xjd ~ (42 X 12 X 0.0025) X 0.922 X 42 



= 12,300 lbs. per sq. in. 
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and 

^2XJf. ^ 2X600,480 ^^6Qtb3 j^ 

^' kjXbd} 0.218 X 12X42* ^^^^s-P^sq.in. 

The depth of the beam being controlled by the necessity of the 
foundation reaching proper soil and extending below the frost 
line this fiber stress in the concrete is satisfactory. The spacing 
of if-in. round bars will be 

area of bar X 12 0.004 X 12 , • 

spacing = = — ^ ^ = 9J ins. 

A 42 X 12 X 0.0025 
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CHAPTER XVn 
RETAINING WALLS 

Pressxjres on Retaining Walls 

According to Coulomb's theory some wedge BAC, in Fig. 289, 
will produce a maximum pressure E against the wall. This 
force will make an angle 8 with the face of the wall corresponding 




Fig. 289. 



to the angle of friction between the face of the wall and the fill. 
The natural slope of the fill is the angle 0; the angle that the 
face of the wedge, producing the maximum pressure against the 
wall, makes with the horizontal is x. 
h = height of wall in feet. 

w = the weight of the fill in pounds per cubic foot. 
According to this theory the general value of the maximum 
pressure in pounds per foot of length of wall is 

-, I , , sin^ (e — 0) 

^ • J .» • //I . 6\ / . 4 /sinU + a) sin U - a)Y 

\ ^ sm {e + 8) sm {e " a)/ 
273 
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This is simplified for the more commonly assumed conditions 
as follows: 
For ^ = 90 degrees, and 5 = a, 



COS^0 



COS 



l^_^ ^ sin(» + a)sin(»- a) y 

\ ^ COS^ a / 



In Rankine's formula^ = 90°, a = o, and 5 = o; substituting 
these values in the general equation gives: 

2 (i + sm0)^ 
£ = §«;. A2tan^(45°-|0). 

„ I , 2 1 — sin 
2 I + sm 

This theory, although usually developed for retaining walls, 
applies also to the sides of bins. 




Fig. 290. 

Graphical Solution. — The graphical method (Fig. 290) affords 
the neatest way of estimating the pressure E. 

E = i w • ^ • y. 
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p and y = lengths of lines in the diagram measured to the same 
scale by which the wall or side is drawn. The other symbols 
are the same as in the preceding case. 

Explanation of Diagram. — ^ 5 is the side of the wall or bin 
in contact with the fill. -4/ is a horizontal line through the base 
of the wall or side AB, AC is the line of natural slope of the 
fill making an angle with the horizontal. BC is the slope of 
the top of the fill making an angle a with the horizontal. Pro- 
duce AC and BC until they intersect in C. Upon i4C as a diam- 
eter draw the semicircle ARC. Draw BG making an angle 
(0 + b) with the wall AB, 

At the point of intersection G of BG and AC draw GH perpen- 
dicxilar to AC. With AH as a radius draw the arc HF and 
through F draw DF parallel to BG. From D drop p perpendicu- 
lar to AC. 

The proofs and discussions of the preceding equations and 
diagrams may be found in books on the mechanics of retaining 
walls and earth pressures. 

Figure 291 is the diagram when the angle of fill a equals the 
angle of natural slope <f>. In this case since BK and AF are 
parallel p and y will be the same length wherever the point D 
is taken in the line BK. 

Figure 292 shows the construction when the angle of fill falls 
below the horizontal and also below the line BC^ making an angle 
+ 5 with the back of the wall. In all the preceding cases 
E = \w • p ^y. 

If the fill, Fig. 293, carries a uniform load L lbs. per sq. ft. of 
horizontal projection, the height of the fill may be considered 
as increased sufficiently to bring such loading on the soil. The 
diagram is given in Fig. 294. 

v/^w^ — *— and E ^ -iw -\ — 7~)/'*y- 

Distribution of Pressure on the Wall or Side. — In the first 
cases, where the fiU is not loaded, the pressure on the wall will 
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Fig. 293, 



Fig. 294. 





Fig. 296. 



' Fig. 397. 
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vary as a triangle and the center of pressure will correspond to 
the center of gravity of the triangle, as shown in Fig. 295. 

Where the fill is loaded the usual assumptions regarding the 
distribution of the pressures behind the wall are shown in Fig. 296 
and the magnitudes of these pressures are given by the follow- 
ing formulae. The resxiltant pressure £, acts through the center 
of gravity of the trapezoid of pressure abed. 

E, = l{w + '-^)'P.y, and £. = (^^^ 



From which 






Center of Gravity of a Trapezoid. — Fig. 297 being a trape- 
zoid its center of gravity can be readily found as shown. 

WEIGHTS AND ANGLES OF REPOSE OF MATERIALS 



Material. 



ght per ca. ft. 


Angle of repoee,*. 
Degrees. 


90-110 


30-40 


100-120 


40-45 


I 20-135 


15-25 


100-120 


25-40 


40-45 


25-40 


30 


30-45 


80-90 


30-40 


90-100 


35-45 


105-120 


17-30 


100 


35-40 


56 


45-50 


90-110 


30-35 


lOO-IIO 


30-45 


"5-125 


15-30 


62.5 






Clay, dxy 

Clay, damp 

Clay, wet 

Gravel, wet 

Ashes 

Coke 

Earth, dxy 

Earth, moist 

Earth, wet 

Broken stone, wet 

Coal, broken 

Sand, dry 

Sand, moist 

Sand, wet 

Water 



The coefficient of friction between the usual masonry materials 
upon themselves or upon soil will range from 0.50 to 0.75. 

Retaining Wall 
A retaining wall may fail by being rotated about the toe A 
or by sliding upon the base AB, There is usually little likeli- 
hood of failure by sliding as the coefficient of friction between the 
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wall and the soil is high. The force F due to the earth pressure 
behind the wall creates an uneven pressure under AB as shown 
in Fig. 298. 

A tilting of the wall may result from the side at A settling 
faster than that at B, To improve the condition it is not 
necessary to enlarge the entire wall but the base may be spread 
as shown in Fig. 299, so that the resultant R passes through the 
center of the base AB. 




Fig. 298. 



Fig. 299. 



At best, the theories relating to retaining walls are unsatis- 
factory. This is due largely to the fact that the properties of the 
materials vary so widely that it is difficult to decide upon the con- 
ditions applicable to a particular case. The practical conditions 
differ greatly from the approximations necessary in the theory. 
The weight of the fill and its angle of repose will vary greatly 
as the fill is wet or dry, clean or dirty, loose or rammed, etc. 

Other factors, such as shock, unexpected loading and frost, 
cannot be taken into account in the formulae. According to 
Trautwine a practically vertical retaining wall sustaining a fill 
of sand, gravel or earth, without surcharge, with the fill loose, 
not rammed, the wall being of good common rubble or brick, 
should have a thickness at the top of the footing of four-tenths 
the height of the wall. The Engineering News in its issue of 
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Sept. 26, 1912, commenting upon the failure of a retaining wail, 
recommends the calculation of a retaining wall upon the assump- 
tion that a wall with no surcharge carries a load at least equiva- 
lent to a mass of water behind the wall of two-thirds its depth. 
The following problem will illustrate the method of designing a 
retaining wall. 

Problem. — Design a section for a retaining wall, height 20 ft., 
weight of earth no lbs. per cu. ft., natural slope 30 degrees, 
maximum earth pressure not to exceed 5000 lbs. per sq. ft 
Assume that the concrete of the wall weighs 140 lbs. per cu. ft. 

The center of gravity of the wall must be located with reference 
to the back of the wall. Dividing the wall section (see Fig. 
300) into rectangles and triangles, multipl)dng their several 
areas by the distances of their centers of gravity from the back 
of the wall and then dividing the sum of these moments by the 
total area of the wall section gives the center of gravity of the 
entire wall section as 46.6 ins. from the back of the wall. The 
area of the wall section is 143 sq. ft. 

The weight of i ft. of length of the wall is 143 X 140 = 20,020 
lbs. The resulting earth pressure is 

E = ^'W'P'y = i X no X 12.2 X 14 = 9394 lbs. 

The resultant R passes 9.3 ins. to the left of the center line a-a 

of the base. Using the formula deduced for footings with vary- 

W 
ing pressures on the soil, page 232, /^ == t—t:, (B — 6x), here 

•B^ 

W — 25,000 lbs. and is the vertical component of E and the 
weight of the wall, ft = i foot, and the maximum pressure imder 
the foundation is 

/ 25,000 / . 6 X 9'3 \ lu 

Since J±±A x 5 = 25,00c, /i = 760 lbs. 

2 

An inspection of the wall will show that by increasing the 
width of the footing to 12 ft, as shown in Fig. 301, the resultant 



Digitized by VjOOQ IC 



28o 



GRAPHICS AND STRUCTURAL DESIGN 



would be brought practically through the center of the base thus 
making the pressure uniform across it. 

To prevent sliding the coefficient of friction would have to be 
8100 -T- 25,000 = 0.324. As the coefficient of friction probably 
lies between 0.500 and 0.750 there is evidently ample margin of 
safety against failure in this way. 




Fig. 3CX). 



Reinforced-concrete Retaining Walls 

The use of reinforced concrete in retaining walls has led to 
some modification of the ordinary design. This results in con- 
siderable economy in walls exceeding 25 ft. in height. The com- 
mon section of such a wall is shown in Fig. 302. The vertical 
load upon the soil is the weight of the wall plus the weight of the 
soil carried directly by the wall, that is, the soil prism abed and 
the vertical component of the force E acting upon the back of 
the wall. The general lines of the reinforcement are indicated 
by the steel shown in Fig. 302. The buttresses B are placed at 
intervals of from 8 to 10 ft. along the wall. Walls under 18 ft. 
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may have the buttresses omitted and the wall designed as a 
cantilever beam. 

Problem. — Design a reinforced-concrete wall for a height of 
25 ft. 

Assume the weight of the fill as loo lbs. per cu. ft. The angle 
of repose of the material behind the wall can be taken as 30 de- 
grees. The maximum soil pressure is not to exceed 2 tons per 
sq. ft. The working imit stress in the steel is not to exceed 
12,000 lbs. per sq. in., while that in the concrete is not to be over 
500 lbs. per sq. in. 

The fill abed, Fig. 303, in the wall will act to prevent over- 
turning, so that we will first want the weight and the center of 
gravity of the wall, buttresses and prism abed of the fill. 



Section. 


Volume. Weight. 


Arm. 


Moment. 


Coping 


25X140=- 3.500 

217.5X140= 30,450 

7.5X140= 1,050 

7.5X140= 1,050 

280X140= 39.200 

15X140= 2,100 

128.1X140= 17.934 

22.9X140= 3.206 

1759.5X100 = 175.950 

160.0X100— 16,000 


9-33 
9.50 
. 10.25 
10.83 
7.00 
0.75 
5-55 
8.67 

4.50 
3.00 


32.670 

289,275 
10,760 

11.372 
274,400 

I.57S 

99.534 

27,785 

791.775 

48,000 


Face of wall 


Fillet 


Fillet 


Base 


Base 


Buttress 


Buttress 


Fill, prism over base 

Fill, prism over buttress 


Total for 10 ft. length 


290,440 


1.587.146 



Distance to center of gravity of wall, x = '^ '^ = 5.46 ft. 

290,440 

E = iiw'p'y) = § (100 X 1443 X 14-43) = 10,400 lbs. 

For a length of 10 ft. this is 104,000 lbs. 

The diagram made to an enlarged scale of Fig. 303 gives the 
line of action of the resultant of E and the total weight, 290,440 
lbs., as passing through a point 35.8 ins. to the left of the vertical 
line through the center of gravity. The distribution of this 
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pressure upon the foundation is given by the formula 

5 = 14, OP = i^ = 1.44 ft. 

12 

and fails to the right of the center, hence 

. 290,440 r_ . ^, ^6 X I AA^l ~ + 3350 lbs. 
■^- 10X14^^^=^^^^'-^^^"+ 795 lbs. 

Sliding of the Wall, — The coefficient of friction between the 
wall and the soil will lie between 50 per cent and 75 per cent 
The resistance to sliding, even assuming the coefficient at 50 per 
cent, would be 290,440 X 0.50 = 145,220 lbs. This, being con- 
siderably above the horizontal pressure on the wall, 104,000 lbs., 
indicates little possibility of failure by sliding. 

Reinforcements 

Face of the Wall. — The wall will be tied into the buttresses 

W 'L 

and the bending will be assumed as Af = The reinforce- 

12 

ments will be determined for sections down the wall and the 

bending moment will be calculated from the load taken from 

Fig. 304. As the pressure is assumed as varying proportionally 

to the depth, the distribution will be represented by a triangle. 

The area of this triangle equals 104,000 lbs., or 

104,000 = 0.5 X ac X aft or ab = (104,000 X 2) -^ 25 = 8320 lbs. 

The load upon a strip i ft. wide and 10 ft. span is then given 
by an intercept in the triangle abc parallel to ab, the intercept 
being located the same distance from c that the center line of the 
section is from the top of the wall; thus the load on a strip 
12 ins. wide whose center is 10 ft. from the top is 3450 lbs. 
when scaled from Fig. 304. 
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The bending moment upon such a strip is Af = — - — = 3450 

X 10 X il = 34,500 in. lbs. Using the approximate formulae 

M.=lxAxf.Xd. 
Taking d = 10.5 ins. and/, = 14,000 

makes A = ^^ = 0.206 sq. in. 

7 X 14,000 X 10.5 

J-in. bars would require a spacing of 

Area of i-in. X 12 0.106 X 12 • ^ 1 • 

*--; — — == — ^ — :: — , approxmiateiy 8 ms. 

A 0.296 

If desired, this can be checked by the more accurate formula. 
_a226_ 



10.5 X 12 



0.0024. 



p*n = 0.00235 X 15 = 0.035. From the curves j = 0.924; 
k*j = 0.231. 
Substituting these values in formulae (3) and (4) 



M, = Axf,Xj'd or /. = 



Axj'd 



34,5QQ ^ j2,ooo lbs. 

0.296 X 0.924 X 10.5 

"^"^ ^' k.jXb.d' 0.231X12X10.5^ "5^'''* 

These values are satisfactory, it not being desired to make the 
wall thinner. The ^-in. round bars will be spaced 8 ins. center 
to center in the section between 8 ft. and 10 ft. from the top of 
the wall. 

The reinforcements may be determined for the other sections 
in a similar way. The results of such calculations are given in 
the table. The calculated spacing is given in the brackets, while 
that to be used is given outside. 
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Depth of 


Load. 


Jf-^'^. 


Area of steel, 


Size of bars and spacing. 


feet.' 


pounds. 


12 
inch pounds. 


square inches. 


inches. 


4 


1400 


14,000 


0.109 


' Spaced (21.6) 12" 


7 


2400 


24,000 


0.187 


'0 spaced (12.6) 12" 


10 


3450 


34,500 


0.296 


'0 spaced ( 8 ) 8" 


12 


4100 


41,000 


0.318 


'0 spaced ( 7.4) 7.5' 


14 


4800 


48,000 


0.373 


'0 spaced ( 6.3) 6' ■ 


16 


5400 


54,000 


0.420 


^0 spaced ( 5.6) 5.5' 
i'0 spaced (4.96) 50' 


18 


6100 


61,000 


0.474 


20 


6750 


67,500 


0.524 


r0 spaced ( 45) 4.5^' 
i*'0 spaced ( 4.1) 40 


22 


7400 


74,000 


0.57s 



23 lbs. 



The toe or base of wall to the left of the face will carry a load 

given in Fig. 305 and equals ^^ = 2975 lbs. per sq. ft., 

making a load per foot of wall of 2975 X 4 = 11,900 lbs. The 
distance of the center of gravity of this loading from the face of 
the wall is 

^ ^ 3350 + 2 (2600) ^ 48 _ 
3350 + 2600 3 

The moment on a strip 12 ins. wide then is Jf = 11,900 X 25 = 
297,500 in. lbs. 
By the approziinate formula If. = | X -4 X/. X d, 

. 297,500 X 8 

A = — ^^^^ = 1.07 sq. ms. 

7 X 14,000 X 22 

The spacing for i-in. bars is '' ^ — = 8.75 ins. 

1.07 

Rear Portion of Base. — The load upon this section (see Figs. 
305 and 306) will be the difference between the pressure upon the 
soil and the weight of the fill vertically over this portion. This 
amounts to 23 ft. of soil and 2 ft. of concrete, and weighs 
2300 + 280 = 2600, approximately. The maximum loading is 
2600 — 800 = 1800 lbs. Estimating the reinforcement for maxi- 
mum loading the total load on a strip 12 ins. wide and 10 ft. 
long is 18,000 lbs. 

,-. 18,000 X 10 X 12 c 

M = — ■ = I? 

12 



180,000 in. lbs. 
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Placing rods 3 ins. above the bottom of the slab and using the 
approximate formula gives, 

. SXM 8X180,000 

A = = = 0.70 sq. in. 

TXp'd 7X14,000X21 ' ^ 

The spacing of ^-in. bars will be == 10 ins., approx- 

8 0.70 

imately. 

In assuming the bending moment at M = instead of — - — 

it become3 necessary to place reinforcement in the outer flange 
over the supports; this would have to equal at least 50 per cent 
of the reinforcement at the middle. Here short lengths of rods 
the same as the full-length reinforcements (see Fig. 306) will be 
placed over the supports and spaced the^same as the other rods. 
Counterforts. — In this design (see Fig. 302) these will resist 
the moment due to the thrust on the wall. The thrust on the 
wall from the top to the upper face of the wall is ^^^ X 23 
= 87,97s lbs. 

r^o X 12 

The moment is 88,000 X -^ = 8,096,000 in. lbs. 

3 
The design can be made as a T beam, the wall serving as the 

flange. 

The distance from the face of the wall to the center of the 
reinforcement can be assumed as 108 ins. The ratio of flange 
thickness to depth of beam is ^^\ = 0.11. From the curves for 
T beams, j = 0.95, and substituting in the equation 

we have 

. M 8,096,000 , 

A = ■;: r— 7 = ^-^-^ ;: = S*^S sq. ins. 

f.Xj'd 14,000X0.95X108 ^ ^ ^ 

This will require eight yf -in. rods. 

The number of rods can be reduced towards the top of the 
wall. as the bending moment becomes less. 
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In a beam similar to the counterfort the flange force at any 
distance x from the top can be approximately expressed as 

F • X = ]^ i where h = height of wall whose flange force is F. 
h 

This is not accurate, as / will vary with the depth of the beam, 
but may be approximated at r^^. The flange forces will be pro- 
portional to the required areas. The var)dng flange forces can 
then be represented by laying off a base line equal to the height 
of the wall and plotting ordinates according to the formula just 
stated. The curve being a parabola can be laid off as in Fig. 307. 

ca represents the side of the wall, here 25 ft., and cd represents 
the side extending to the top of the slab, de is the force in the 
steel 23 ft. from the top of the wall, gc represents the total 
length of diagonal steel reinforcements, the distance d/" measuring 
8 ft. from the wall. 

Eight rods taken in pairs will divide de into four equal parts 
and dh, hi, ij and jft each represents the area of two of the rods. 
To find the lengths of the shortest rods 
produce jk perpendicularly until it 
cuts the curve, from k project a 
horizontal line until it cuts the diag- 
onal line in /. The lengths of these 
two rods will then be given by the 
length gl. As this curve gives the 
rate of change of flange force it also 
gives the horizontal shear which will 
be the difference between two adja- 
cent abscissas and the stirrups can be 
determined as shown for beams with 
uniform loads, page 211. The beam 
being so deep the concrete alone 
would probably supply ample strength 
for horizontal shear but in practice 
there are generally also metal stirrups inserted. 

Another type of wall is the cantilevered wall. In it the 
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buttresses or counterforts axe omitted. This type is suited to 
lower walls than the design just carried out. The principal 
reinforcements are shown in Fig. 308; The calculation of the 
thicknesses and reinforcing metal can be made on the same 
general lines as the preceding problem. 

The vertical wall CD is treated as a cantilever and is assimied 
as carried by the base AB. 
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CHAPTER XVIII 

Bms 

Pressures on Bins 

The 'methods used in obtaining the pressures upon retaining 
walls are also applicable to the pressures acting on the sides and 
bottoms of bins. 

Bins may serve as retainers of any material but the discussions 
here will be confined to such bins as are ordinarily used for coal, 
sand, refractory materials at steel mills, and similar materials. 
Bins at grain elevators are generally high compared with their 
width; it therefore follows that the friction of the material against 
the sides of such bins may greatly assist in relieving the lower 
portion of the bin, both sides and bottom, of this accumulative 
pressure. The theory previously given for retaining walls does 
not apply in this case as the assumed plane of rupture to produce 
maximimi pressure will not cut the surface of the grain. Several 
formulae have been proposed for estimating these pressures; that 
of Janssen, taken from Hiitte des Ingenieurs Taschenbuch, is 

„ Rwf -5X*\ 

and L = V •k. 

V = vertical pressure of the grain, pounds per square foot. 
/ = coefficient of friction of grain on the bin wall. 
w = weight of grain, pounds per cubic foot. 
R = hydraulic radius of horizontal section of bin. For circu- 
lar section R = For other sections R = 



4 
area of section 
perimeter of section 

289 



All dimensions in feet. 
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k = ratio of lateral to vertical pressure. 
e = base of Naperian system of logarithms. 
h = depth to bottom or point on side at which pressure is to 
be determined. 

For wheat, le^ = 50 lbs. per cu. ft.; k = 0.60; / = 0.40. 



Shallow Bins 

The bins now taken up will be shallow compared with those 
just considered. In these the theory of retaining walls will apply. 
These bins will commonly be made of, (a) Timber, (b) Steel, 
luilined, or lined with timber or concrete, (c) Reinforced concrete. 

The bin should be built or lining placed to avoid pockets that 
might hold materials indefinitely. This is particularly neces- 
sary in materials in which spontaneous combustion might occur. 
Timber lining should be tar coated on the sides and faces against 
the metal, when such treatment will not affect the material held. 

The inclined sides of unlined steel bins frequently have wear- 
ing strips, flats about 3 X ^ in., placed on about 12-in. centers 
and running at right angles to the direction of flow of the material, 
thus tending to retain a slight thickness of the contained material 
along the side or make the material slide upon itself rather than 
on the metal and so protect the metal from wear. 

Stresses in Bins 

Although the forces acting upon the bin sides may be esti- 
mated by formulae, the graphical methods used on retaining 
walls will be largely used in the following discussions. For those 
who prefer formulae those given by R. W. Dull in the Engineering 
News of July 21, 1904, are here given, with slight modification. 
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*\»+I/ 2COS5 

Vn + i/ 2 



"" V cos5 



1/ 



tsfU/VI 



where 

n 



Fig. 309. Vertical wall, no surcharge. 



E- 



200Sd ' 



■m^' 



2 \i+tti 



» / sin (0 + <) sin (0 — a) 
V cosScosa 

a » ^, then » > o. 



/- 






Fig. 310. Vertical wall, surchaiged. 
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^ _ i/ sin (» 4- g) sin (» + «) 
V oos5cosa 




Fig. 311. Vertical wall, surcharge negative. 

2CO8 08 + 5) L(f» + i)co8/3j ' 

jir « w**cosa r cos Qg — 0) " I* 
2COS03 + 5) ^L(» + i)cos/?J • 

^« i/ sin(» + g)sin» 
V cos (5+/?) cos/?' 




Fig. 3x2. Wall inclined outward. $ < 90^ + 5. Suiface horifloataL 
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r co6(»~/g) 1' 

^^ 2C08(«+« L(» + l)C08/9j • 

IpA»C065 yr C06(»-^)1 « 

2C08(5+«^L(n + l)C08/?J ' 



where 



4 / sin(0 
Vcob(« 



-|- 5) sin (^ — a) 



+ «cos03-a) 




f-^ 






Fig. 313. Wall inclined outward. $ < 90° -h 5. Surchaiieed. 

i^.-tan.(4S--f)'?- 

IT = weight of triangle ABC - ^*'^^ , £ = >/S^»TW, 

tan/g 



£ = ^ Y tan«/? -h tan* f 45** - f ) • tan /i - 



Q = £cos(m-/5) and T = £ sin (^ - ft. 



tan*(4S"-f) 




$V"^ ! 



A_j.j... 



293 



Fig. 314. Wall inclined outward, d > 90'' +S, Surface levd. 
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_ ^^ cos a — Vco8*a — cos'^ ^^ wAi* 

JBi - cosa X , X • 

cosa + Voos*a — C08*^ ^ 

£i acts parallel to line of fill. 



IF = 



w sin/? cos (g — ^) 
2cos*/9cosa ' 



£= Vpi-|-jp + 2PW^sin 



where 




y^\ 



M_\_. 



FtG. 315. Wall inclined outward. B > 90^ + ^. Surcharged. 



2 

\ffH-i/2cos5j ▼ cos5i 

E = Vw + m, 

2Ntsm6t 



tan/9 — 



tan^t < 



w(H^ -A») 



oo8 0i-/5); r = £ Ei^ 



Q = £ cos 

sin (/« — /?). 

Note. — The quantity i\^» sin 5i is the 
friction on the vertical side and reduces 
the weight acting upon the side AB. 




Fig. 316. Hopper bin, fill leveL 
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,, COStt - VcOB»g - 008*^ ^^ W W - **) 

£1 = COS a X / ^ ~ ' 

oos a + V oof^ a — ootsF 4> ^ 



W^ 



sin/?cos(g — /g) ie> 



iVt« 



oos*/9cosa 



- (H - *)* + «'* (H - A) tan/S - iVjsind,. 

2 






cos^' 



where #» 



^ 4/ sin (» 



-h«»)sin(0 — oO 



cosSiOOsa 



El is parallel to the angle of the fill 



Fig. 317. Hopper bin, surcharged, 
unsymmetrical. 




where 



V 



sm ^ sin (0 + g) 



ty^^^"^^^~^^X-(g«~y)+iP*(g~ifc)tan/g--J\r,an^ 
ooe^ficosa 2 



W 



tan M - ^ • £ = Vw^ + iV?. 

C = E COS Oi - /?) and 
r = £sin(M-/»). 



Fig. 318. Hopper bin, surcharged, sym- 
metrical. 
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The following coefficients of friction are given by Mr. Dull in 
the article just referred to. 

COEFFICIENTS OF FRICTION BETWEEN MATERIALS 



Material. 


^Degrees. 


^Degrees. 


Weight per cu. 
ft., pounds. 


Bituminous coal 


35 
27 
34 
40 


18 
16 
18 
31 


SO 

52 

90 

40 


Anthracite coal 


Sand 


Ashes 







Where the material runs on concrete ^^ may be assumed equal 
to«. 
= coefficient of friction of the material ui)on itself. 
0* = coefficient of friction of the material upon steel. 




Fig. 319. 



ToH 

iOolumnLoad 
I ISQDOOi^ 

Fig. 320. 



Graphical Determination of Forces Acting on Bin 

Bin not Surcharged. — Assume Fig. 319 to be a bin for bitumi- 
nous coal. The coal weighs 50 lbs. per cu. ft. ^ = 35 degrees. 
The natural sine of 35 degrees is 0.574. 
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The pressure against the side AB and the plane CI may be 
found as was done for retaining walls with Rankine's formula. 
On AB, 

2 I +sm0 2 I +0.574 

On/C, 

E, I ,0 1 — sin 50 .^ 2 vx 0.426 „ 

£2 = - wh^ r-^ = ^^ X 20^ X —^ — = 2700 lbs. 

2 i+sm« 2 1.574 

The side BC is acted on by the weight of the superimposed coal 
and the horizontal pressure Ez. It is easier to consider the 
triangle of coal C//, and then having found the pressure on CJ 
the pressure on the section CB may be scaled from the diagram. 
The weight of the triangle of coal CIJ is PT = ^ X 20^ X 50 = 
10,000 lbs. 
This resultant force acts at the center of gravity of this tri- 

angle or - // from CI, Ei acts a distance CK = — from the 

3 3 

bottom of the bin. Combining E^ and W gives the resultant 
if = 10,300 lbs. This force resolved parallel and at right angles 
to the side BC gives T = 5200 lbs. and N = 8900 lbs. The 
normal pressure of 8900 lbs. is distributed along the line JC as 
the intercepts in the triangle UC. Putting the area of the 
triangle LJC = 8900 lbs. and solving for the side LC gives LC = 
630 lbs., which represents the pressure per square foot at the 
point C The pressure at B is found, by scaling the intercept 
BM, to be 310 lbs. 

The total pressure on the side BC is the area of the trapezoid 
BCLM and equals 6580 lbs. The resultant of this pressure acts 
through the center of gravity of the trapezoid. The forces 
acting upon the points of the bin with supports every 12 ft. are 
given in Fig. 320, and are the force at ^ = (^|^) X 12 = 2700 lbs. 
The horizontal force at 5 = (f) X 675 X 12 = 5400 lbs. 

The force at B normal to the side BC must be estimated as 
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follows. The total normal pressure on BC is 6580 lbs. CQ = 
6.5 ft. CB = 14.1 ft. The resultant at B is, therefore, 

(6580 X 6.5) • „ 

^^-^^ *^ = 3040 lbs. 

14.1 

The total on 12 ft. of bin is 3040 X 1 2 = 36,480 lbs. The balance 
of the load represented by the trapezoid MBCL acts at C and is 
(6580 X 12) — 36,480 = 42,480 lbs. 

The vertical pressure at Cis CD X DH XwXi2 = 5X2oX 
50 X 12 = 60,000 lbs. 

The load on the columns due to the fill will be the total weight 
of the coal in the bin. The area of the bin section is 500 sq. ft., 
making the load in 12 ft. 500 X 12 X 50 = 300,000 lbs. 

The trussed bracing will be carried to the points -4, 5, C, £, 
F and G of the bin and taking these forces together with the 
total column load the several forces acting in the frame may be 
determined. 

Surcharged Bins. — A bin similar to the last one but sur- 
charged (Fig. 321) may have the forces acting ui)on it analyzed 
in much the same way. First find the pressure upon the side 
AB\ this is done graphically in Fig. 322. The diagram gives 
p = i ft. and y = 8.5 ft, from which £i = iXwX/>X>' = 
§ X 50 X 8 X 8.5 = 1700 lbs. The normal pressure is 1620 lbs. 

Now finding the pressure upon IE, the axis of the bin, by using 
the graphical method and assuming 4^ = o, we have p = y ^ 
16 ft. , 

£2 = 0.5 X ze; X i? X y = 0.5 X so X 16 X 16 = 6400 lbs. 

The center of gravity of the triangle IJH is at M and the 
weight of a prism of coal i ft. high with the base IJH is 
(35-4 X 20.7 X 5°) = ,8 lbs. 

2 

The resultant of £2 and PT is if = 19,300 lbs. This is assumed 
as varying uniformly along the face //. The pressure at / is 

« = ^52z25oXi) = 2000 lbs. = /;^. 
193 
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The total pressure on the side BC is that represented by the 
trapezoid QBCS whose altitude scales 12.8 ft.; the area then is 

^5^±-i^Xi2.8 = i3,76olbs. 




E,=WDO* 



f^o. 321. 



isoao^ 



This acts through the center of gravity O of the trapezoid 
which has been located graphically. 
The normal pressure on the side 
BC may now be found by laying 
oflF 13,760 lbs. through the point 
O and resolving it into its com- 
ponents parallel with and at right 
angles to BC. The load upon 
one-half of the base CD is 7210 lbs. 
The forces, due to the fill, acting at 
the points of the bin may be esti- 
mated as in the preceding problem and are given in Fig. 323. The 
distance between supports has been taken at 12 ft. The columns 




Fig. 323. 
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will carry the total weight of the coal in the bin and the weight 
of the bin. The stresses in the internal framework of the bia 
may be calculated by treating these external loadings as is done 
for any other truss. The stress diagram may be drawn or the 
forces calculated by any of the methods previously given. 

Suspension Bunkers 

If the side plates of the ordinary hopper bunker are permitted to 
bulge but slightly they must be supported at frequent intervals by 
beams or other structural shapes. This added weight is avoided 
in the use of suspension bunkers. These bunkers are patented 
and are designed with the idea that the sides resist tension only. 
To fulfil this condition theoretically the sides would assume a 
shape peculiar to each possible loading. This could be illustrated 
by a model bin whose sides were a purely tension piece like muslin 
or duck. However, an actual bin differs greatly from the above 
illustration and any deflection due to bending in the sides when 

the bin is not loaded as theoretically 
assumed is ordinarily not sufficient 
to cause trouble. The lined bins 
will be stiffer than the unlined ones. 
The theoretical curve of a bin for 
any assumed loading may be deter- 
mined as follows. 
In Fig. 324, given 
POLYGON, the desired span 
and sag, the load 
in the left-hand side 
of the bin will not 
vary much from a 
triangle ABC. The weight of the material in the portion 
ABC of the bin will act through the center of gravity of 
this triangle ABC and lies in the vertical line DG or W, GF 

u • BF 
bemg 

3 




V 



SUSPENSION 
BUN>K£RS. 

Fig. 324. 




Fig. 325. 
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Considering the side of the bin BE the force acting at B and 
that at E must hold W in equilibrium; hence they must pass 
through a common point D. 

The line of action of W is known as is also the line of action of 
the force acting at E which must be horizontal if the bin is sym- 
metrical and symmetrically loaded, both of which conditions have 
been assimied. If then a horizontal line is drawn through E it 
cuts W in D and the line of action of the force acting at B must 
lie in the line BD passing through the point /?. The loading 
being assumed as varying as the intercepts of a triangle we may 
represent this loading by the triangle FBC, and having divided 
it into sections of equal widths the weight of each section will 
be proportional to its center ordinate; these have been shown 
dotted. 

These lengths from 1-2 to 5-6 have been laid oflF on the load 
line of the force polygon, Fig. 325. The lines of action of the 
forces acting at B and E being known the pole O is readily found 
by drawing Oi parallel to DB and 06 parallel to DE. The other 
strings may now be drawn in the force polygon. If we complete 
the equilibrium polygon in Fig. 324 the broken-line side will 
approximate the theoretical side of the bunker. On the right- 
hand side the line of the bunker has been drawn as it is com- 
monly made in practice. The portion HI is straight while the 
lower part HE is an arc of a circle. The sides of this bin 
approximate an equilateral triangle. The sag is about six-tenths 
of the span. 

For a bin which is nearly an equilateral triangle the following 
figures will be approximately true. 

Area of the bin section, fill level, = 0.40 S*, 

Area of the bin section, triangular surcharge, = 0.57 5*. 

Length of plate, no allowance for laps, = 19.8 S (inches). 

Force in plate per foot of length at B or / = 0.60 W (pounds). 

Force in plate per foot of length at £ = 0.30 W (pounds). 

Here S — the span in feet. 

IF » the load in the bin for one foot of its length, pounds. 
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Fig. 326. 



In the case of the suspension bunker with vertical sides above 

the points of suspension, B and / of 
the bin, Fig. 326, the cross section 
of the bunker will be increased by 
the area BCIJKL equal to 5 X A, 
and the load will be increased pro- 
portionally. In this case the weight 
of the material in one-half of the bin 
will act through the center of gravity 
of the section KLBDEK. This will 
be a greater distance from the cen- 
ter line EC than was the case in the 
preceding problem, and will make 

the bin somewhat wider below BI than at corresponding points 

in the former bin. 

W 
In either problem if — is known the forces acting at B and E 

may be found by drawing the triangle B^E^D^ at the side of the 
bin as in Fig. 326. 

One form of Suspension Bunker with column supports for 
boiler rooms is shown in Fig. 327. This bunker is intended to 
hold 6600 lbs. per ft. of length. Assume coal as weighing 50 lbs. 
per cu. ft., and the sag of the bunker as 60 per cent of the span. 
The bunker will be assumed as carrying the required load when 
surcharged, and the angle of repose of the coal will be taken 30 
degrees. Determine the bin area by using the formula, A = 
0.57 5*. The required area is ^^ = 132 sq. ft. From this 
132 = 0.57 S^ and S = 15.3 ft. If the bin is made 16 ft. wide 
the sag will be approximately 10 ft. Spacing the columns 20 ft. 
center to center makes the load of coal upon each column 

= 66,000 lbs. Adding 4000 lbs. to this to cover 

2 

the weight of metal, exclusive of columns and imder bracing, 

makes a total of 70,000 lbs. at each coliunn. This load laid oflF 

in Fig. 328 gives the stress in the side of the bunker per foot of 
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length as — ^^^ = 4000 lbs. The unit stress per square inch 
20 

in a plate - in. thick is 7 — ^-— — r = 1330 lbs. 
4 (0-25 X 12) 

The main columns are subjected to a bending moment of 
80,000 [(16 - 6) — 6] = 320,000 in. lbs. 

Fig. 327. Fig. 328. 




Fig. 329. 

Trying two 12-in. channels weighing 20.5 lbs. per ft., we have 
Fiber stress due to the bending moment is > ' — 77 = 7,400 lbs. per sq. in. 

Fiber stress due to direct loading is ;^t~ — r « 6,650 lbs. per sq. in. 

(2 X 6.02) ^ ^ 

Combined stress » i4)05o lbs. per sq. in. 

The direct load upon the column being 6650 lbs. per sq. in. the 
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radius of gyration for an assumed length of 11 ft. may be found 
from the straight-Kne formula, 

/ = 16,000 — 7o[-J= 16,000 — 7o(~^)> 

70 X 132 

or r = -^ ^—-. = 0.99. 

(16,000— 6650) 

Two 12-inch channels are to be used back to back. The 
radius of gyration of a 12-inch channel referred to an axis at the 
back of the web is 



r = \jl±A}t = 4/ 3-90 + (6.02 X 0.70^) ^ ^^ 
^ A ^ 6.02 

It therefore follows that two 12 -in. channels at 20.5 lbs. per ft. 
either riveted back to back or separated any distance will carry 
the load of 80,000 lbs. applied axially. 

The horizontal strut xmder the bin carries a load of 40,000 lbs. 
Its length is 84 ins. Trying a lo-in. channel at 15 lbs. per ft., 
whose radius of gyration about an axis parallel to the web is 0.70, 

we find - = — ^ = 120. The allowable stress is / = 16,000 — 
f 0.70 

(70 X 120) = 7600 lbs. per sq. in. The required area then is 

^-^ — = 5.26 sq. ins. The strut across the top of the bin 
7600 ^ ^ ^ 

carries the conveyor, its truss and the conveyor loading and in 

addition to these the direct compression due to the bin loading. 

Assuming the load equivalent to a central load of 3500 lbs. the 

W -I 12 

bending is M = = 3500 X 16 X — = 168,000 in. lbs. Trying 

4 4 

a i2-in. I beam at 25 lbs. per ft., with an - value of 24.6 and an 

e 

area of 7.34 sq. ins.,' we have 

Fiber stress due to bending moment, — '*—. — = 6800 lbs. per 

24.0 

sq. in. 
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Fiber stress due to direct loading, ^— ^ = 5450 lbs. per sq. in. 

7.34 

The combined fiber stress is 6800 + 5450 = 12,250 lbs. per sq. 

in. Considering that this beam is held laterally at its center 

by the conveyor tniss this fiber stress would seem permissible. 

The braces occur every 10 ft. 

The side of the bin between colimms is carried by a girder. 

The total load is 80,000 lbs. or 4000 lbs. per ift. The bending 

moment then is 

Wl 12 

M = — = 80,000 X 20 X — = 2,400,000 in. lbs. 

o o 

Assimiing the distance back to back of flange angles as 3 ft., 
the distance between the centers of gravity of the two flanges 
will be about 34 ins. 

M = A Xf X A = 2,400,000 = A X 16,000 X 34 
or A = 4.42 sq. ins. 

Two 5 X 3J X Tf-in. angles haviug a gross area of 5.12 sq. ins. 
and a net section, allowing for one rivet, of 4.52 sq. ins. furnish 
just a little more than the area required. No allowance has here 
been made for the web acting as flange. This gives additional 
security. 

Figure 329 shows a bin designed for bituminous coal. The 
weight of the coal was taken 50 lbs. per cu. ft., the natural 
slope was taken 30 degrees, while the angle of friction between 
the sides and the coal was assumed as 18 degrees. The diagram 
gives p — 16 ft. and y = 17 ft, 

£ = |Xw-i>-y = iXsoXi6Xi7 = 6800 lbs. 

The horizontal component of this force is 6500 Ibs: The hori- 
zontal pressure per square foot on the sides of the bin at the 
bottom is X = 6500 X -^j^ = 433 lbs. 

The sides are supported by I beams spaced 6 ft. center to 
center and horizontal rods are run across the bin at 6-ft. intervals 
and placed 10 ft. above the bottom of the bin. The stresses were 
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determined graphically as outlined for fixed and continuous 
beams. The force in the tie rods was 34,200 lbs. and the maxi- 
mum bending moment on the I beams was foxmd to be 507,000 
in. lbs. Bolts i| ins. in diameter, having an area of 2.05 sq. ins. 

^A 200 

at the root of the threads, would have a unit stress of '^^ — = 

2.05 

16,500 lbs. per sq. in. and are satisfactory. 

Allowing 18,000 lbs. per sq. in. fiber stress in the beam would 

require an -value of - = — - = -^-^ = 28.2. This would 

e ^ J 18,000 

require a lo-in. I beam at 35 lbs. per ft. or a 12-in. I beam at 

31.5 lbs. per ft. This bin was tied across the top by the roof 

framing and was braced transversely at intervals against wind 

pressure. 

Bin Design 

Figure 330 illustrates a bin for coal storage over gas producers. 
The upper portion of the bin was a square of 13 ft. side. The 
lower part was a curve with a 9-f t. sag. The coal is assumed as 
weighing 50 lbs. per cu. ft. and its angle of repose has been taken 
35 degrees. 

The angle of friction between the coal and the sides of the 
bin has been taken 18 degrees. Owing to the large amount of 
coal carried in the square portion of the bin the loading cannot 
be represented as a triangle; therefore an approximate outline 
of the bin has been assumed in Fig. 330 and the actual curve 
estimated from this. The left side of the bin has been divided 
into four strips of equal widths; the weight in each strip per foot 
of length of bin will be proportional to the middle ordinate, 
shown in full lines for each section. In the force polygon, Fig. 
331, the forces may be represented by these middle ordinates or 
by a constant percentage of them. In the figure the scale has 
been taken as one-fourth of these lines. The forces A^B^, 5^C*, 
etc., have been laid off on the right-hand side of the bin equal to 
and symmetrically placed with those on the left-hand side. These 
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forces have been laid off on the load line of the force polygon, 
Fig. 331, and the vector diagram, on its left-hand side, has been 





used to locate the center of gravity of the load in the right-hand 
side of the bin. The center of gravity is found in the inter- 
section of the lines i and 5 in Fig. 330. i?, the total weight of 
the coal on this side of the bin, acts through this point of inter- 
section. The force in the extreme low point of the bin will be 
horizontal, and this together with the force in the bin side acting 
through c must hold R in equilibrium, hence these three forces 
must pass through a common point 6; this gives the direction of 
6c, which is the theoretical direction of the side of the bin at the 
point c. 

The lines for the other side of the bin have been made similar 
to those for the right-hand side. The vector polygon drawn on 
the right-hand side of the load line, Fig. 331, has been used in 
drawing the dotted lines in Fig. 330, thus showing the agreement 
between the actual and the theoretical lines of the bin. 

Before the stresses can be read in Fig, 331, the scale must be 
fo\md. 
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The mean ordinate in one side of the bin is 21 ft. The bin 
being 13 ft. wide makes the volume of the bin section for a length 
of I ft. = 21 X 13 = 273 cu. ft. This gives 273 X 50 = 13,650 
lbs. of coal per ft. of bin. The load line AE = 6825 lbs. This 
makes the scale ^^-^ = 1700 lbs. per in. (approximately). 

The force AO^ = 4.3 X 1700 = 7300 lbs. 

The force EO^ = 1.6 X 1700 = 2720 lbs. 

The bin plates will be made f^ in. in thickness to allow for 
wear and deterioration, and will have 3 X ^-in. wearing strips 
spaced about 12 ins. center to center on the curved portion of 
the bin sheets and running the length of the bin. The distance 
center to center of colunms will be assumed as 18 ft. Trans- 
verse braces will be placed at the columns and every 9 ft. 

b 





Fig. 332. 



Fig. 333. 



The pressure against the vertical sides of the bin is determined 
in Fig. 332. 

E = ^XW'p'y =-^X5oX 10.5 X 11 = 2890 lbs. 

It should be noted that for so narrow a bin this does not give 
the accurate pressure but it is the limiting pressure to which 
this force on the side of the bin could extend. A closer approxi- 
mation might have been made by assmning a bin, say, 16 ft. 
high instead of 13 ft. but with a horizontal fill. The horizontal 
component of this force of 2890 lbs. is 2700 lbs. Two-thirds of 
this, or 1800 lbs., act at the lower points e and c, while the other 
third act at the upper points / and g. These are each 900 lbs. 
These forces act in the opposite direction to the pull from the 
suspended portion of the bin. 
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Had the bin been level, substitution in the formula for the 
pressure on the side of the bin would have given 1060 lbs. or 700 
lbs. at the points e and c\ the net pressure here then would be 
2700 — 700 = 2000 lbs. per ft. of length of bin. 

The compression in the lower member of the brace due to the 
total load between the columns is 2000 X 18 = 36,000 lbs. If 

the value of - in these braces is to be limited to 120 then r = ix 

r ^ 

X iV^ = i-3j and this requires two 6 X 3|-in. angles having 
their long legs placed back to back. Before the weight is selected 
the possibility of additional loading from wind should be con- 
sidered. 

In exposed places this might reach 30 lbs. per sq. ft. of vertical 
projection. Along the bin at the point e it would equal (6.5 + 9) 
X 30 = 465. This makes the total load at the column (465 X 18) 
+ 36,000 = 44,370 lbs. 

The unit stress on the angle is 

i = 16,000 — (70 X -) = 7600 lbs. per sq. in. 

The net area of the angles is '^^ = 5.83 sq. ins. 

7600 

The minimum angles should therefore prove ample, unless 
larger angles are used to provide for corrosion and possible injury 
from the coal passing over them. 

The channel at t is acted upon by the wind and the pull from 
the side of the bin. Considering first the wind load, it will act as 
a uniform load on the span of 18 ft. Its deflection under this 
load will put a central load on the channel at c. If P is the load 
transferred to the channel at c from the channel at e, the de- 

flection due to the wind load W is -^ X ( -- — r 1 , while the de- 

384 V £ . / / 

I iP • /^\ 
flection due to the central load is -- X (-= — ;)• Since the 

48 V^ • ^1 
deflections of the two channels are equal, 
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384 EI 48 EI 48 EI 

and 5Z = ^ or P^^W^o.^iW. 

384 24 384 

The maximum bending moment may now be fovmd by adding 

algebraically the bending moments due to these several loads. 

The moment due to the wind load of 465 lbs. per ft. is 

3/ = IF . ^ = 46s X 18 X 18 X -^^ = 226,000 in. lbs. 
8 

The bending moment due to the central load is 

M = P .- = 0.31 X 465 X 18 X 18 X V- = 140,000 in. lbs. 
4 
The bending moment due to the uniform load of 2000 lbs. per ft. 
on the 9-ft. span, that is between the braces, is 

M = IT • - = 2000 X 9 X 9 X V" = 243,000 in. lbs. 
o 

The resultant bending moments are given by Fig. 333, and are 
the intercepts between the curve abc and the lower cmrves, aedfc. 
The curve abc gives the moments due to the wind load acting 
on the i8-ft. span and measured from the base line ac. The 
moments due to the central load on the i8-ft. span are then 
deducted by laying oflF the triangle ode. The bending moments 
due to the uniform load on the 9-ft. span are then plotted below 
ad and dc, thus giving the algebraic sum of these bending mo- 
ments. The maximum moment scales 340,000 in. lbs. and would 

require a channel having an - value of ~ = — = ^^H = 21.3, 

e e f 16,000 

which calls for a 12-in. channel at 20.5 lbs. per ft. The fiber 

stress in this channel would then be ^^—^ = 15,900 lbs, per 

21.4 

sq. in. 

In a similar way the maximum bending on the upper channels 
is foimd to be approximately 139,000 in. lbs. and requires a 

section modulus of -^ — = 8.7. 
16,000 
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The sides act as girders to transfer the loads to the columns. 
The uniform load due to fill is 13,650 lbs. per ft,, and assmning 
the weight of the bin as approximately 1000 lbs. per ft. makes 
the total load per foot 14,650 lbs. The load per foot on each 

girder is ^^ ^ = 7325 lbs. 
The bending moment on the girder is 

M = ^^ = 7325 X 18 X ^ = 296,660 ft. lbs. 

o 

If the girder is assumed as 13 ft. deep the flange force is 

13 
When it is considered that in the lower channel the splice plate 
to which the curved portion of the bin is attached assists in 
carrying this stress it will be seen that this force of 22,800 lbs. 
will add very little to the fiber stress in the 12-in. channel. 

If lo-in. channels at 15 lbs. per ft. are tried for the upper 
channels the fiber stress due to the bending is 

J. M -e 139,000 „ 

/ = — z— = -"^^ — = 10,400 lbs. per sq. m. 

1 134 

The fiber stress due to the flange force of 22,800 lbs. is 

22,800 

-^-— = sioo. 
4.46 

The combined fiber stress is 10,400 + 5100 = 15,500 lbs. per 
sq. in. 

The stresses may be increased by wind acting on the ends 
of the bin or building and also by thrust from the traveling 
crane, or the forces may be provided for by additional bracing. 

The stijBfeners on the sides ef and cq of the bin carry a triangular 
load of 2700 lbs. per ft. of length of the bin; hence if the stiff eners 
are spaced 2 ft. 3 ins. center to center, their total load is 2700 X 
2.25 = 6070 lbs. The moment on a beam due to such a load is 
AT = 0.128 X P •l;M= 0.128 X 6070 X 13 X 12= 12 1,000 in. lbs. 
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The section modulus required is 

/ M^ _ 121,000 






= 7.6, 



e J 16,000 
calling for 8-in. channels at ii| lbs. per ft. 

The maximum stress in the yg-in. plates along the side of the 
bin will occur at e. Since the load of 2700 lbs. is assumed as 
distributed as a triangle of pressure, it follows that if pe is the 

pressure per square foot at e, then 2700= ^^* and ^, = 41 5 lbs. 

2 

per sq. ft. 




Fig. 334. 



Fig- 335- 



The pressure per square inch is {W = 2.88 lbs. 

The maximum fiber stress is L = - , . , -; X ^> 

2 a^ + 0^ r 

X ^ ^ w 27^ X 156^ ^ 2^ . „ 

/^ = - X i.o X -\-, — ^ X ^ = 10,600 lbs. per sq. m. 

2 27^ + 156^ 0.31^ '^ ^ 

A cross section and end view of this bin is shown in Fig. 334, 
while the elevation is given in Fig. 335. The diagonal bracing 
shown in the half section has not been drawn in the elevation. 
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It would be located at the columns and at the center line midway 
between them. In general only the bin proper has been shown, 
as the design of the wind bracing and colunms would have been 
complicated by the character of the building and it was not 
desired to consider this design here. 
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CHAPTER XIX 
SHOP FLOORS 

The purpose of a floor is primarily to carry such loads as men, 
machines and materials. In addition they should preferably 
be poor conductors of heat as this adds greatly to the comfort 
of men standing on them. 

They should also b^ durable, resisting wear from the traveling 
of men and the transportation of goods upon them. They should 
furthermore be impervious to moisture. In special cases addi- 
tional qualities may be desirable; thus in many floors it is essential 
that they shall be nearly dustless, while in other cases a somewhat 
soft surface may be desired. 

Earth and cinder make the cheapest floor. Owing to dust they 
are only adapted to places like forge-shops, where hot metals 
placed upon them or heavy pieces dropped on tl:em would only 
injure other floors. The soil below the floor level should be 
drained if damp and the floor clay or cinder then placed in layers 
upon a rolled bed; each layer should be thoroughly tamped or 
rolled. Where the moisture is excessive this floor may be made 
impervious by a layer of tar concrete placed from 1.5 to 2 ft. 
below the floor surface. 

Cement Concrete Floors. — In a floor of this t)T)e it is necessary 
to have a substantial foundation; its depth will vary with the 
character of the soil from i to 2 ft. The soil having been ex- 
cavated to the desired depth the surface should be well tamped 
or rolled. A layer of broken stone, cinder or gravel 6 ins. to 
10 ins. thick is placed upon this and thoroughly tamped. In 
some floors a layer of from 3 ins. to 6 ins. of finely crushed stone 
is placed uj)on this and well rammed, this being in turn covered 
w?th 2 ins. to 4 ins. of concrete upon which a wearing coat of 

314 
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cement mortar from ^ in. to i in. thick is placed. In other 
designs the concrete is placed upon the first foimdation layer. 
This concrete is 3 ins. to 4 ins. thick and upon it a wearing coat 
of I in. of cement mortar is placed. 

The concrete is usually a mixture of i part cement, 2 to 3 parts 
of sand, and 5 to 6 parts of stone or gravel. The cement-mortar 
is I part cement to 2 parts of sand or may be richer in cement. 
Where the soil affords a sufficiently good foundation 5 ins. to 
6 ins. of concrete placed immediately upon it may prove satis- 
factory. 

Tar Concrete Floors. — Where a wooden wearing surface is 
desired such surface may be laid upon the concrete base just 




Fig. 336. 

described, in which case the surface of the concrete under the 
wood should be coated with coal tar or asphalt; otherwise the 
wood deteriorates from dry rot. 

Another plan (Fig. 336) makes the foundation of a coal tar 
or an asphalt concrete. After the top soil is removed the surface 
is leveled and rolled and a layer of from 4 ins. to 6 ins. of broken 
stone or gravel thoroughly mixed with tar is placed and well 
rolled. A i-in. layer of sand thoroughly saturated with tar is 
put on this concrete and carefully rolled. While the tar is still 
hot hemlock planking is put on the sand and pushed into place. 
The wearing surface, which is preferably maple strips, tongued 
and grooved, is placed at right angles to and upon this hemlock. 
In some cases the foundation is made like that described for a 
concrete floor. The design may also be modified by using hem- 
lock sleepers instead of the planking. 
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In this case the hemlock strips are placed on about 3-ft. to 
4-ft. centers, being imbedded in the sand and tar, and the tongued 
and grooved maple flooring is then nailed to the sleepers. 

Wooden Block Floors. — Wooden blocks set on end make an 
excellent floor. These blocks are about 4 ins. to 5 ins. thick and 
may be either cedar, maple, beech, oak or pine. When not 
treated with a preservative they should be set in coal tar. Also 
when not treated the blocks should be set with spaces between 
them to allow for swelling due to any moisture they may absorb. 
These spaces between the blocks should be filled with tar and 
sand. These blocks may be placed upon the tar-concrete 
foimdation just described; see Fig. 336. 

Asphalt Floors. — Asphalt makes a satisfactory floor in many 
places, but it is not sxiited to machine shops or places where much 
oil is likely to reach it. Asphalt gives a soft surface, is water- 
proof, dustless and a poor conductor of heat. It therefore makes 
a very comfortable floor for the men to stand upon. It is 
easily dented but the dents will gradually smooth out owing to 
the tendency of the asphalt to flow under pressure. 

The foundation is similar to that for a concrete wearing surface. 
The asphalt is generally made an inch thick. A wash of molten 
tar and asphalt should be put on the surface of the concrete 
before placing the asphalt. Where asphalt is placed upon a con- 
crete slab it forms an additional dead load and should not be 
assumed as resisting any of the compression in the slab. 

Brick Floors. — Brick floors are specially adapted to places 
where a floor is liable to local injury, as no other floor is so readily 
repaired, it being possible to remove and replace a few bricks 
without disturbing a large section of the floor. It has there- 
fore found favor in railroad buildings such as roimd houses. For 
brick paving the foimdation consists of from 4 to 6 ins. of cinder 
placed in layers and tamped or rolled upon the excavated surface 
which had also been previously dbmpacted. A layer of sand 
from I to 2 ins. thick is placed and rolled upon the cinder and 
then the brick are laid upon the sand. The bricks should be 
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hard, homogeneous and impervious to water. They should be 
set on edge and joints should be broken by a lap of at least 
3 ins. None but whole bricks should be used except when nec- 
essary as fillers. After laying, sand should be thoroughly worked 
into the spaces between the bricks. 

To make this floor waterproof the brick may be grouted with 
tar and pitch, after which the sand may be worked into the 
spaces as before. 

Wooden Floors. — These are commonly made by embedding 
stringers, timber strips, in a foundation similar to those described 
for concrete floors and then nailing the wearing surface of the 
floor on the stringers. 

One wooden floor had a foundation of 8 ins. of cinders, the 
stringers were spaced 3 ft. centers and 3-in. planking was placed 
upon these. 

The stringers and under surface of the planks were coated 
with Ume to preserve them. Present practice prefers tar to 
lime to preserve wood. In other cases the foundation is a layer 
of concrete in which the stringers are embedded; the under sur- 
face of the wood should be coated with tar as before. 

Ground Floors in General. — Where much water is used on 
floors they should be given sufficient pitch to properly drain the 
water and suitable drains or gutters must be provided. 

Where heavy trucking is done tracks must be laid. These 
may be either tracks sunk in the floor or flat iron plates placed 
in the floor level with the wearing surface of the floor. The 
former method is objectionable on account of breaking into the 
surface of the floor. The flat plates should be corrugated to 
prevent their becoming too smooth. 

Upper Floors 

Floors above groimd level usually consist of two parts, one 
affording the necessary strength to sustain the floor loads, the 
other supplying the wearing face. The first part may be wood, 
steel, concrete, brick or tile, or may be a combination of some 
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of these. The wearing surface may be any of the wearing 
materials used upon the ground floors. 

Wooden Floors. — A wooden floor is commonly carried upon 
wooden joists or steel floor beams. The depth of the floor 
timbers furnishing the strength will vary with the distance 




Fig. 337. 

center to center of the joists or floor beams and with the floor 
loads and will range from 2 or 3-in. planking as in Fig. 337 to 
2 X 8-in. timbers placed on edge and nailed together as in Fig. 
338. These planks should be continuous over at least 2 supports. 
The joints should be staggered, that is not broken continuously 




Fig. 338. 

on the same line. The wearing surface will usually be i to 
1.5-in. maple or other hardwood flooring. Frequently 3 thick- 
nesses of rosin-sized paper are placed between the wearing and 
the supporting wood. Where the timbers are on edge a layer 
(I in.) of tar cement (tar and sand) may be placed between 
the two sections. 
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Steel Floors. — The forms shown in Figs. 339 and 340 run to 
considerable weight and are suited to heavy loads. The fill 
usually consists of a cinder concrete which need not be richer than 
I part cement, 2 parts sand and 6 parts cinder. This is carried 
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Fig. 339. 
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Fig. 340. 



a few inches above the top of the trough section. Sleepers are 
embedded in this fill and the wearing boards nailed to them. 

There are other trough sections made of much lighter metal, 
gauges No. 16 to No. 24. These sections are shown in Figs. 341 
to 343. These are made in both black and galvanized steel. 
The exposed side requires painting. 




Fig. 341. 



Fig. 342. 



Fig. 343. 



Brick Arch. — Another heavy floor construction is shown in 
Fig- 344- It consists of a common brick arch having a rise of 
preferably not less than one-eighth of the span. 

The tie rods should be placed at frequent intervals along the 
beams, especially along the outside beams, to prevent too great 
stress in the beams from lateral pressiu-e. The horizontal thrust 
or pressiu-e in pounds per lineal foot of arch is given in the Pen- 
coyd handbook as 
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W = load in pounds per square foot on the floor. 
5 = span of arch in feet. 
R = rise of arch in inches. 




Fig. 344. 

The fill above the arch may be a lean cinder concrete, say, 
1-2-6. 

The wearing face may be any of those previously mentioned 
but is conmionly maple. 




Fig. 345. 

The arch instead of being made of common brick may be any 
of the several types of hollow clay tile (Fig. 345), or may be a 
concrete arch placed on corrugated steel, expanded metal or 




Fig. 346. 

wire cloth; see Fig. 346. These floors are made sxiited to lighter 
floor loads than the first-described arch. 

The principal purpose of the corrugated steel, expanded metal 
or wire cloth is to carry the concrete during setting. The 
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Strength of these floors is due largely to the concrete. The 
thrust may be calculated by the formula given for brick arches. 

There are several forms of hollow-tile arches. The tile are 
made to give a flat arch when in place. The fill above the tile 
is a lean cinder concrete, Fig. 345. 

Reinforced-concrete Floors (Fig. 347). — These floors may be 
concrete slabs placed across steel beams as shown in the figure, 
or across reinforced-concrete beams, in which case the slab forms 
the flange of the T beam, the rectangular beam then becoming 
its stem. The design of these reinforced-concrete slabs and 
T beams has been fixUy considered in Chapter XIV. 




Fig. 347. 

The reinforcement may be either plain steel rods, twisted or 
deformed rods or any of the woven wires or expanded metals 
intended for such reinforcement. When rods are used some 
reinforcing steel should be placed at right angles to the main 
reinforcing rods. These slabs may have any of the previously 
described wearing surfaces. 

Concrete Wearing Surfaces. — This surface should be made to 
be as nearly waterproof as possible. The stone should not ex- 
ceed I in.; it should be hard, either trap, granite, hard blue lime- 
stone or similar rock; no soft rocks are suitable. This concrete 
is frequently i part cement, i part sand, and i part stone; this 
should be laid upon the slab before the cement of the slab has 
fully set. Where the slab has fully set its face should be 
thoroughly cleaned and then covered with a neat cement slush 
upon which the wearing surface is then laid. 

Floors may be made practically waterproof by the thorough 
trowelling of the surface. It may also be waterproofed by coating 
it with pure linseed oil thinned with turpentine or naphtha. 
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Some concrete floors are painted but this, being merely a surface 
effect, soon wears off. 

Iron Floors. — Foimdry floors, steel-mill charging floors and 
rolling-mill floors are frequently either steel or iron. These may 
be cast-iron plates, steel plates and in the case of steel-mill 
charging floors rolled-steel channels placed side by side upon 
their flange edges. 

Where a smooth surface is not one of the requirements of the 
floor, corrugated plates give a better footing. Several types of 
corrugated plates and of plates with holes in them are made by 
the various manufacturers of structural steel. 

Steps. — Concrete steps, when made of hard stone, wear well 
and give satisfaction. Corrugated-iron steps may be used and 
furnished with one of the patented edges to prevent slipping. 
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CHAPTER XX 

WALLS AND ROOFS 

The ordinary forms of walls include: (i) Wooden walls or 
sides. (2) Corrugated-steel sides. (3) Brick, or brick with a 
concrete face. (4) Stone. (5) Solid-concrete walls in steel 
framing. (6) Hollow-concrete blocks. (7) Reinforced concrete 
with expanded metal or other reinforcement. 

1. Wooden walls or sides are serviceable where the nature of 
the work carried on in the building requires considerable addi- 
tional ventilation during part of the year, as the wooden sides 
may be readily removed. The wooden sides may be attached 
to either timber, metal or stone construction. 

2. Corrugated-steel Sides. — These are more substantial 
than the wooden ones. The common sizes of corrugated-steel 
sheets are given under roof coverings and the comments made 
there apply in a general way to the sides. The metal for the 
sides is ordinarily a little lighter than that on the roof, being 
commonly No. 20 or No. 22 gauge. 

The sheets may be secured to girts by clips or metal straps or 
may be nailed to studding. Where the building must be kept 
warm a Uning of still lighter corrugated steel may be placed 
inside the first sheets, an air space being left between the two. 

3. Brick. — The required thickness of brick walls for any 
community is given by its ** Building Code.'* An average state- 
ment of such requirements for a ten-story building would give 
about the following wall thicknesses. 

These sizes are approximate, being intended to be multiples 
of brick dimensions. They ordinarily apply to buildings not 
exceeding 120 ft. in length and 25 ft. in width. Where the walls 
exceed 120 ft. between lateral supports or the distance between 
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side walls is more than 25 ft. the thicknesses are commonly 
increased 4 ins. or each additional 120 ft. or part thereof in the 
length or each additional 25 ft. or part thereof in the width of the 
building. 





Estimated height 
in feet to root. 


Thickness of wall 
in inches. 


10 

9 and 8 
8, 7 and 6 
5, 4 and 3 

2 and I 


14 

40 

80 

120 

150 


12-16 
16-20 
20-24 
24-28 
28-32 



Brick foundation walls or footings usually exceed the walls 
unmediately upon them by at least 4 ins. The pressure per 
square inch upon the brick should not exceed 125 to 150 lbs. 

Where heavy concentrated loads, such as trusses or crane loads, 
are transferred through walls it is frequently more economical 
to buttress the wall at these points. In this case the design 
should be treated similarly to a pillar and the resultant pressure 
should fall within the middle third of the buttress. The walls 
between the buttresses can then be made lighter. 

Concentrated loads may also be carried by steel colimuis, 
either built in the wall or placed clear of the wall and inside the 
building. 

Where the walls are supported by columns, they need not 
exceed 12 ins. in thickness, while if the columns are not in the 
wall it should be made thicker. 

Where walls are cut into considerably for doors and windows 
their thicknesses should be increased. 

4. Stone walls are usually made thicker than brick walls would 
be made for the same situation. Few factory buildings are now 
made of stone imless very favorably located to suitable quarries. 

5. Solid-concrete Walls. — These are frequently light walls 
placed between the columns and steel framing of a building. 
The objections to a solid-concrete wall are the probability of 
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moisture passing through the concrete or the wall sweating on 
the inside, also the liability of such walls to crack when not 
reinforced to prevent it. Concrete walls of this type are usually 
made thinner than brick walls would be made for the same 
location. 

6. Hollow-concrete Blocks. — These are made in nimierous 
forms. Being hollow they are poorer conductors of heat than 
solid walls and are therefore not liable to have moisture con- 
densed on the inside. Where desired, plaster can be placed 
directly on the blocks without furring and lathing. 

7. Reinf orced-concrete Walls. — These may be made by 
running across the girts small |-in. channels, having flanges about 




Fig. 348. 



I in. wide, and spaced from 12 to 16 ins. center to center. 
Metal lathing is fastened to these channels, and upon this is 
placed a coating of concrete on both sides until the wall is made 
about 2 J ins. thick; see Fig. 348. 

When, on account of heating or dampness, a hollow wall is 
desired, an inside wall similar to the outside one but plastered 




Fig. 349. 



only on one side may be added, as in Fig. 349; an air space is 
left between the two wall sections. 

Through the courtesy of the American Bridge Company the 
following illustrations. Figs. 350 to 352, show the corrugated-steel 
details recommended by them, and Figs. 353 to 359 give their 
details of various typ>es of window frames and sashes. 
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Fig. 3SO. 

G)migated steel for roofing is rolled from a sheet 30 inches wide in the flat, 27 1 inches 
when rolled one edge up and one edge down. Laid with i } inches of corrugated lap will 
cover 24 inches of roof. 

When ordering state distinctly that the sheeting is for roofing, that it is to be 27 J inches 
wide after corrugating, and that the corrugations are to be I inch deep. State whether the 
sheeting is to be plain or corrugated, and also if it is to be painted. Specify the gauge. 

Wherever possible order sheets in even feet lengths and to span two purlin spaces. 
Allow 6 inches for end laps in roofs of 6 inches pitch and 8 inches for end laps in roofs of 
4 inches pitch. In roofs of less than 4 inches pitch allow 8 inches for end laps and lay with 
Slater's cement. 

Sizes of Gxttters and Conductors. 



Span of roof, feet. 



Up to 50. . 
SO to 70- . 
70 to 100 



Gutters, 
inches. 



Conductor, inches. 



4 every 40 feet 

5 every 40 feet 
5 every 40 feet 



These are made of No. 24 galvanized steel unless otherwise specified, 
should slope at least i inch in 15 feet. 
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Hanging gutters 
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PLAIN RWSH 



FLASHED FINISH 



IN8IDB OORNEfi 
CAPPING 



lUTSlDE CORNER 
CAPPING 




Fig. 351. 

Comigated steel for siding is rolled from steel sheets 28 inches wide in the flat, and is 
26 inches wide when rolled with both edges down. When laid with a side lap of one corru- 
gation it will cover 24 inches of side. When ordering state distinctly that the sheeting is 
tor siding, that it is to be 26 inches wide after corrugating, and that the corrugations are 
to be I inch deep. State whether the sheeting is to be galvanized or black, and if it is to 
be pcunted; also give gauge. Sheets should be ordered in even feet lengths and to span two 
purlin spaces, wherever possible. Allow 4 inches for end laps. If side laps are to be 
riveted space dosing rivets about 12 inches apart. Provide roller guides and door stops 
to hold doors securely in place when open or shut. 
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BERLIN 
LOUVRES 



Fig. 352. 



Shutters are made from 6 feet to lo feet long, all standard width. Two hinges are used 
on shutters up to 8 feet long, while larger sizes are given three hinges. 

Louvres of the Berlin type are made of No. 24 gauge steel. The maximum length is 
4 feet I J inches. The end lap is from i inch to i inch. 

Steel for these louvres should be ordered 1 1 inches wide. The uprights have %6-inch 
diameter holes for i-inch oval screw-head bolts, \ inch long. 

Schiffler Louvres. The maximum lengths of these are 7 feet o inches, without lap. 
The steel should be ordered 11 inches wide. The holes are ^e inch in diameter for i-inch 
diameter bolts with oval screw heads and i inch long. 
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--GUm- -t-^ -GlaM- ♦jf*- -GIm«- •^''^"r" 

V^QXbm, Mttntins and iji'- ->j 

PLAN 

* Fig. 353- 



The design shown in Fig. 353 is for fixed sash for monitors; for swing monitor sash cut 
stop off as shown by dotted Unes, and omit head stop on the inside. Maice frames and 
sash of white pine, excepting spiking and blocking pieces, wliich should be spruce, hemlock 
or Norway pine, planed on all exposed sides. For swing sash order two trunnions for each 
sash, and call for lever operating device. 
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SECTION 



PLAN 

Fig. 354. 



The design shown in Fig. 354 is for continuous fixed sash in corrugated steel sides, 
sash and sul of white pine, planed on all exposed sides. 



Make 
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SECTION 



l.^^Roond 



-W' Glaaa. Mantina and A)^^ 
PLAN 

Fig. 355. 



The desiffn shown in Fig. 355 is for sliding sash in corrugated steel sides. The stop 
used for roUer track is to be hara wood, other wood the same as recommended for Fig. 353. 
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I l!i^ Lac ScrevB 




8sm 



I I 



- -GlttM- -*-tt*- 



W •OUM.Muntins.and 4K -4'0 M«fc '^j } 
PLAN 

* Fig. 356. 



The design shown in Fig. 356 is for a window frame with countdtbalanced sash in comi- 
gated steel sides. Neither dimension of sash exceeds 4 feet o inches. The wood is recom- 
mended the same as for Fig. 353. 



Digitized by VjOOQ IC 



WALLS AND ROOFS 



333 




Trim sheet uodur 
window in fleld 



ELEVATION 

r* ^^ 



Drip 
1-X round 

SEcnojhi 



'JLoff Screws 




h^- W *QlMi.MnnMin,aiid 43^W Vlfln. - -^ 
PLAN 

FlO. 357. 

The design shown in Fig. 357 is for a window frame with counterbalanced sash in corru- 
gated steel sides. In this design one dimension is not less than 4 feet i inch. The wood 
used is similar to that specified for Fig. 353. 
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PLAN 



Fig. 359- 



The designs shown in Figs. 358 and 359 are for window frames with double hung weighted 
sash in corrugated steel siding. In Fig. 358 neither dimension of the sash excosds 4 feet 
o inches, while in Fig. 359 one dimension is not less than 4 feet i indi. The sills and cas- 
ings should be made of white pine; the jambs and parting strips should be made of hard 
pine; while spiking pieces and blocks should be made of hemkxx or Norway pine, planed 
on all exposed sides. 
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CRANE CLEARANCES AND WEIGHTS 

KKotlMBtlUttS' 








Capac- 




















ity.toos 


Spaa. 


A. 


B 


, 


Wheel 
base. 


Weight of bridge. 
2 girders. 


! Weight of 
. trelley. 


RaU. 




Ft. 


Inches. 


Ft. 


Ins. 


Ft. 


Ins. 


Pounds. 


! Pounds. 


Lbs. per 
yard. 




40 


8 


4 


9 


8 





8,600- 13,000 


4.500 


; 


5'\ 


60 


8 


4 


9 


8 





16,500- 21,000 


to 


[ 40 




80 


8 


4 


9 


8 





28,000- 33,000 


5,000 


) 




40 


8 


5 





8 


6 


12,300- 16,000 


6,000 


) 


lO 


60 


8 


S 





8 


6 


20,000- 24,000 


to 


[ 40 




80 


8 


5 





9 





32,000- 37,000 


8,000 


1 




40 


8 


S 
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9 





14,000- 23,000 


9,000 


; 


15 1 


60 
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9 


6 


23,000- 33,000 


to 


so 




80 


9 


5 


6 


10 





37,000- 48,000 


10,000 


1 




40 
60 


9 
9 
9 
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6 
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\. 




80 
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II 
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II 
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14,000 


/ 


30] 


60 
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7 





II 
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60 




80 


9 


7 





12 





58,000- 66,000 


17,000 


1 




40 


9 


8 





12 


6 


43,000- 49,000 


16,000 


/ 


40 < 


60 


9 


8 





13 





60,000- 63,000 


to 


80 




80 


9 


8 





13 


3 


70,000- 82,000 


20,000 


) 




40 


9 


8 


6 


12 


6 


48,000- 57,000 


24,000 
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50 j 


60 
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6 


13 
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to 
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9 
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13 
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IS 
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9 
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9 
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40 


10 
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IS 


6 
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40,000 


^ to 
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100 < 


60 


12 


10 





IS 
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12 


10 





IS 
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125,000-187,000 
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The maximum wheel loads are approximately 25 per cent of 
the bridge weight plus 50 per cent of the combined weights of the 
trolley and crane capacity. 

The dimensions of windows depend upon the light required 
and the size of the panes used. In shop construction the greatest 
possible amount of light is wanted but without sun. On this 
accoimt a northern light is preferred. In one-story buildings this 
leads to saw-tooth or similar construction. 

The usual sizes of common glass can be obtained in any hand- 
book on Building Construction. The regular sizes of glass range 
from 6X8 ins. to 44 X 72 ins.; the dimensions up to 16 ins. 
varying by inches, while those above 16 ins. vary by 2 ins. and 
are the even inches only. 

Single-thick glass is about -^^ in. thick. 

Double-thick glass is about \ in. thick. 

Wired glass has the advantage of not falling out when cracked, 
thus affording increased fire protection. Translucent fabric is 
a substitute for glass that has some advantages. It cuts out a 
little light but when a sufficient amount is used it affords perfect 
lighting. It is impervious, elastic and bums with difficulty. 

The subject of methods of lighting is an interesting one and 
should be given careful consideration in buildings of any impor- 
tance. According to Ketchum it is common to specify that 10 
per cent of the exterior surface of ordinary mill buildings and 25 
per cent of machine shops and similar buildings should be glazed, 
this as a rule being divided between windows and skylights. 

Roof Coverings 

Corrugated-steel Roofing. — This is one of the commonest 
kinds of roofing materials. It is made by rolling the plain sheets 
with corrugations. 

These sheets range from No. 16 to No. 28, U. S. Standard 
gauge (0.063 ^- ^^ 0.016 in.). The corrugations range from 
y\ in. to 2.5 ins. A few companies roll sheets with corrugations 
of 5, 3 and 2 ins. 
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The sizes most frequently used are gauge Nos. 20 and 24, with 
2^-in. corrugations, f in. deep. The lengths of sheets range from 
6 ft. to 12 ft. A common length is 8 ft. 

Roofs covered with corrugated steel should not have a slope 
of less than 3 ins. in 12 ins. According to Kidder's Handbook 
they should be supported on about the following spans: 



Gauge. 


Span in feet. 


Gauge. 


Span in feet. 


22 and 20 


2-2.5 
2-3 


18 
16 


4-5 
S-6 



The lap at the end of the sheet should range from 3 to 6 ins. 
according to the slope. 

Slope I to 3 Lap 3 ins. 

Slope I to 4 Lap 4 ins. 

Slope I to 8 Lap 5 ins. 

The side laps vary from one to two corrugations; a lap of ij 
corrugations makes a very good joint; see Fig. 360, 



Fig. 360. 

Corrugated roofing is secured to the building at the purlins 
by nails when nailing strips are used, and by hoop-iron clips or 
bands when secured directly to the purlins; see Figs. 350 to 352. 
The riveting and nailing should be done at the top of the corru- 
gations. 

The Pencoyd Handbook gives the following crippling load in 
pounds per square foot: 



PF = (' 



/ qS.ooo XtXbX 



I 



-0- 



t = thickness of the metal in inches. 

b = center to center of corrugations in inches. 

d == depth of corrugations in inches. 
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/ « length of span in inches. The same handbook gives 
the following safe loads in pounds per square foot on 
corrugated steel of 2§-in. corrugations and f in. deep: 







Span in feet. 




Gauge 










n7. 












3 


4 


5 


6 


20 


59 


44 


36 


30 


22 


48 


36 


29 


24 


24 


37 


28 


22 


19 


26 


31 


23 


18 


16 



Purlins should be spaced for a roof load of not less than 30 lbs. 
per sq. ft.; spacing for lighter loads results in injury to the cor- 
rugated-steel joints when the roof is walked upon. The sizes 
most frequently used are No. 20 for the roof and No. 22 for 
the sides. The corrugated steel should be ordered in lengths 
sufficient to cover two purlins. The laps should be painted 
before being riveted. Galvanized steel will take paint better 
after weathering a while. 

When the buildings are lined, ij by f-in. corrugated steel is 
frequently used. When lined the corrugated steel is better 
nailed to nailing strips. 

The greatest objection to the corrugated-steel roofing is the 
fact that it sweats. In heated buildings or in rooms with moist 
air the moisture condenses on the under side of the roof and 
drops to the floor, possibly striking machinery or materials it 
may injure. A common method of overcoming this condensation 
is to cover the purlins with galvanized poultry netting, running 
the netting from the eaves on one side, over the purlins and down 
to the eaves on the other side. The netting is secured to the 
eaves and the several widths of netting are woven together along 
the edges. Upon this netting are then laid one or two layers of 
asbestos paper, and on this one or two layers of tar or other 
paper impervious to moisture; finally the corrugated steel is 
placed on these. The netting is 60 ins. wide and weighs 10 lbs. 
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per square of loo sq. ft. The asbestos paper is about -^^ in. 
thick. The asbestos paper prevents the tar or other paper from 
taking fire, thus making an excellent fireproof roof. 



Gauge. 


Weight of corrugated steel, 
in pounds per 100 sq. ft. 


Black. 


Galvanised. 


20 
22 

24 
26 


I6S 
138 
III 

84 


182 

154 
127 

99 




Fig. 361. 



Slate Roofing. — Slate makes a very satisfactory roof cover- 
ing. The best slates have a somewhat metallic appearance, do 

not absorb water and are strong. 
Grenerally the strongest slates are 
the best. The sizes range from 
6 X 12 ins. to 16 X 26 ins. and in 
thickness from | in. to } in. The 
most frequently used sizes run from 
6 X 12 ins. to 12 X 18 ins., and 
are generally ^ in. thick. In slate 
roofs the slope should not be less than i in 4. The usual lap is 
a double lap of 3 ins.; that is, the upper 3 ins. of the first slate 
are covered by the third slate; see Fig. 361. 

As slate breaks easily under shock, the roof must be designed 
to deflect but slightly under loading. 

The slates are commonly laid on sheathing; this maybe either 
plain or tongued-and-grooved boards, their thickness varying 
with the purlin spacing and the load. The sheathing is covered 
with tar paper or with waterproof paper or felt. The slates may 
be laid on roofing laths; these are 2 to 3 ins. wide and i in. to 
i^ ins. thick; they are spaced on the rafters to suit the nails in 
the slates. At gutters, valleys and ridges the slates should be 
laid in cement and are sometimes entirely laid that way. 
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The following are examples of slate roofing; 

Trusses 14 ft. 6 ins. center to center. No purlins. Sheathing 
3-in. yellow-pine plank. The planks were 29 ft. long and joints 
were broken on alternate trusses. 

Another roof whose purlins were 5 ft. 8 ins. center to center 
had 2-in. yellow-pine sheathing. 

Although slate is an expensive roofing material, it can reason- 
ably be expected, with ordinary repairs, to last from 25 to 30 
years. While not resisting great heat (it cracks and disinte- 
grates, and then exposes the sheathing to the fire), slate itself 
does not ignite, and thus makes a fairly good fireproof roof. 

Clay tiles make a thoroughly fireproof roof. They are, however, 
very heavy and expensive . Several makes of tiles are also molded 
in glass, thus permitting skylights to be very readily placed. 
Their artistic effect is good. 

Concrete Roofs. — Concrete, reinforced by expanded metal 
or steel rods, is also much used for roofs. The purlins may be 
spaced from 5 to 7 ft., or they may be omitted altogether, the 
concrete slabs being placed directly on the trusses or on concrete 
beams or rafters. When the slope is steep, slate may be nailed 
directly to the concrete; this should be done within a couple of 
weeks after placing the concrete; or if the slope is slight a stand- 
ard slag roof may be used. 

The following is an example of a reinforced-concrete roof: The 
roof slab was 4I ins. thick; it was reinforced with 5-in. square 
bars, spaced $ ins. center to center; there were no longitudinal 
beams; the transverse girders were 14 ft. center to center. 
Wooden nailing strips were embedded in the concrete slabs; 
these secured a five-ply waterproofing course upon which a stand- 
ard slag roof was placed. 

Slag or Gravel Roofing. — This roof covering may be placed 
on either wooden sheathing or on a reinforced-concrete roof. 
Such a roof when on wooden sheathing is commonly made by 
covering the wood with dry felt paper and on this placing from 
three to five layers of tarred or asphaltic felt. The layers of 
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paper are lapped the same as slate, exposing from 6 to lo ins. of 
each sheet. 

Another method is to lay rosin-sized sheathing paper weighing 
not less than 6 lbs. per loo sq. ft.; upon this lay two ply of 
tarred felt lapping 17 ins. and weighing not less than 14 lbs. per 
100 sq. ft. single thickness. These are then covered with a spread- 
ing of pitch, and finally three additional layers of felt are laid and 
similarly coated with pitch. On this layer of pitch the slag or 
gravel is spread; if slag, it should be crushed smaller than f in. 
but larger than J in. Gravel should be screened and both slag 
and gravel should be clean and dry. When laid on cement 
roofing the rosin sheathing paper should be omitted but the 
• cement should be coated with pitch. Although a slag or gravel 
roof is not fire proof, tests have shown its fire-resisting qualities 
to be good. It protects the wooden sheathing better than slate. 

Slope of Roofs 

The slope of a roof depends upon that required by the roofing 
material used. The following is taken from Kidder's Handbook. 



Roofiiig material. 


Slope of rafter, 
inches per foot. 


Slate 


8 

7 
6 
6 

3 

I 


Tiles (interlocking) 


Tin shingles (painted) 


Cedar shingles 


Corrugated steel 


Ready roofing 





In the case of slate the permissible slope will vary with, the 
weight and size of the slate. 

Largest sizes of slate Slope 5 ins. per ft. 

Medium sizes of slate Slope 6 ins. per ft. 

Smallest sizes of slate Slope 8 ins. per ft. 

Roofs having a slope of i in. to f in. per ft. constitute what are 
termed flat roofs, and are generally covered with tar and gravel, 
asphalt; ready roofing or tin with lock and soldered joints. 
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Pitch roofs should be given a slope not exceeding 2 ins. per ft. 

Rafters or their equivalents should be spaced not over 5 ft. 
when ordinary sheathing of i-in. boards is used. 
■ The following are examples of roofs: 

Pennsylvania Steel Co. — Purlins 6 ft. center to center. 
Sheathing i|-in. tongued and grooved hemlock. Purlins 4 X 
lo-in. yellow pine. Slag roofing trusses 20 ft. center to center. 

A Bridge Shop Roof. — Composition roofing. Purlins spaced 
about 7 ft. 6 ins. center to center. Sheathing 2 ins. thick. 

Slate Roof on Tar Paper. — Purlins spaced about 4 ft. center 
to center. Sheathing i| in. 

Slate roof on 2-in. sheathing. Purlins spaced about 8 ft. center 
to center. 

Slate roof on 2|-in. plank. Purlins about 8 ft. 6 ins. center to 
center. 

Five-ply Slag Roofing. — Sheathing ij-in. spruce on purlins 
spaced about 5 ft. 6 ins. center to center. 

Asphalt Roofing. — Purlins spaced 5 ft. 6 ins. center to center. 
Sheathing if-in. tongued and grooved boards. 
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CHAPTER XXI 

SPECIFICATIONS FOR STRUCTURAL STEEL 

WORK 

MATERIALS 

z. Process of Manufacture. — Steel may be made by either the open- 
hearth or the Bessemer process. 

Note. — For the more important work rolled steel is preferably made by the 
basic open-hearth process, asi this process f>ermits the elimination of the greater 
portion of the phosphorus and a small percentage of the sulphur contained in the 
pig iron and scrap from which the steel is made. Steel for castings is commonly 
made by the acid open-hearth process. 

2. Chemical and Physical Requirements. — 



Chemical and physical requirements. 


Structural 
steel. 


Rivet steel. 


Steel castings. 


Phosphorus, maximum 


0.04% 
0.05% 

Desired 
60,000 

1,500,000 


0.04% 
0.04% 

Desired 
50,000 

1,500,000 


0.05% 
0.05% 

Not less than 
65,000 


Sulphur, maximum 


Ultimate tensile strength in 

lbs. per sq. in. See No. 3 

Elongation, min. per cent in 8 


ins., see Fig. i. See No. 4. . . . 

Elongation, min. per cent in 2 

ins., see Fig. 2 


Ult. ten. str. 

22% 
Silky 

i 180° fiat 
) See No. 5 


Ult. ten. str. 

' Siiky ' 

180 ** flat ) 
See No. 6 ) 


18% 

Silky or fine 

granular 

90^ d^s t 


Character of fracture 


Cold bends without fracture 



Note. — The effect of phosphorus is to make the steel cold short, brittle when 
cold; whfle the sulphur makes it hot short, brittle when hot. 

3. Allowable Variations. — Tensile tests of steel will be considered 
satisfactory if showing an ultimate strength within 5000 pounds of that 
desired. 

4. Modifications in Elongation. — For material less than ^^ inch thick 
a deduction of 2 J per cent will be allowed in the elongation for each ^g inch 
the material is under ^ inch. For material more than f inch thick a de- 
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duction of i per cent may be allowed for each } inch the material exceeds 
} inch. For pins and rollers exceeding 3 inches in diameter the elongation 
in 8 inches may be 5 per cent below that given in No. 2. 

5. Bending Tests. — These tests may be made either by pressure or by 
blows. Plates, shapes and bars less than i inch thick shall bend as specified 
in No. 2. 

Full-sized material for eyebars and other steel i inch thick and over, 
tested as rolled, shall bend cold 180 degrees around a pin whose diameter is 
twice the thickness of the bar. It must show no fracture on the outside 
of the bend. 

Angles } inch and less in thickness shall open flat, angles } inch and less 
in thickness shall bend shut, cold, under blows of a hammer, without signs 
of fracture. This test will be made only when required by the inspector. 

6. Nicked Bends. — Rivet steel, when nicked and bent around a bar the 
same size as the rivet rod, shall give a gradual break and a fine, silky, 
uniform fracture. 

7. In order that the ultimate strength of full-sized annealed eyebars may 
meet the requirements of paragraph 65 the ultimate strength in test speci- 
mens may be determined by the manufacturers; all other tests than those 
for ultimate strength shall conform to the requirements in paragraph 2. 

8. The yield point, as indicated by the drop of the beam, shall be recorded 
in the test reports. 

9. Chemical Analyses. — Chemical determinations of the percentages 
of carbon, phosphorus, sulphur and manganese shall be made by the manu- 
facturer from a test ingot taken at the time of the pouring of each melt of 
steel and a correct copy of such analysis shall be furnished to the engineer 
or his inspector. Check analyses shall be made from the finished material, 
if called for by the purchaser, in which case an excess of 25 per cent above 
the required limits will be allowed. 



r 



Aboot tt 



'^*^' Parallel 






I iv,J^ i44i«U>i-U 



Fig. I. 



10. Form of Specimens. — (a) Plates, Shapes and Bars. — Specimens 
for tensile and bending tests for plates, shapes and bars shall be made by 
cutting coupons from the finished product, which shall have both faces 
rolled and both edges milled to the form shown in Fig. i; or with both 
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edges parallel; or they may be turned to a diameter of f inch for a length 
of at least 9 inches, with enlarged ends. 

(b) Rhets, — Rivet rods shall be tested as rolled. 

(c) Pins and Rollers. — Specimens shall be cut from the finished rolled 
or forged bar in such a manner that the center of the specimen sbaU be 
I inch from the surface of the bar. The specimen for the tensile test 
shall be turned to the form shown by Fig. 2. The specimen for bending 
test shall be i inch by i inch in section. 



V|*— 5^ 




Fig. a. 

11. Steel Castings. — The number of tests will depend on the number 
and importance of the castings. Specimens shall be cut cold from coupons 
molded and cast on some portion of one or more castings from each melt 
or from the sink heads, if the heads are of sufficient size. 

The coupon or sink head, so used, shall be annealed with the casting before 
it is cut off. Test specimens shaU be of the form prescribed for pins and 
rollers. 

12. Annealed and Unannealed Specimens. — Material which is to be 
used without annealing or further treatment shall be tested in the condition 
in which it comes from the rolls. When material is to be annealed or 
otherwise treated before use, the specimens for tensile tests representing 
such material shall be cut from properly annealed or similarly treated short 
lengths of the full section of the bar. 

13. Number of Tests. — At least one tensile and one bending test shall 
be made from each melt of steel as rolled. In event of the material rolled 
from one melt varjdng in thickness by i inch or more a test shall be made 
from the thickest and the thinnest material rolled. 

14. Finish. — Finished material shall be free from injurious seams, 
flaws, cracks, defective edges, or other defects, and have a smooth, uniform, 
workmanlike finish. Plates 36 inches and under in width shall have rolled 
edges. 

15. Stamping. — Every finished piece of steel shall have the melt number 
and the name of the manufacturer stamped or rolled upon it. Steel for 
pins and rollers shall be stamped on the end. Rivet and lattice steel and 



Digitized by VjOOQ IC 



MATERIALS 347 

Other small parts may be bimdled with the above marks on an attached 
metal tag. 

z6. Defective Material. — Material, which, subsequent to the above 
tests at the mills, and its acceptance there, develops weak spots, brittle- 
ness, cracks, or other imperfections, or is found to have injurious defects, 
wiU be rejected at the shop and shall be replaced by the manufacturer at 
his own cost. 

17. Allowable Variatioii in Weight. — A variation in cross section or 
weight in the finished members of more than 2} per cent from that specified 
shall be sufficient cause for rejection. 

18. Cast Iron. — Except where chilled iron is specified, castings shall 
be made of tough gray iron, with sulphur not over o.io per cent. They 
shall be true to pattern, out of wind (perfectly straight or flat) and free from 
flaws and excessive shrinkage. If tests are demanded they shall be made 
on the " Arbitration Bar " of the American Sodety of Testing Materials, 
which is a round bar 1} inches in diameter and 15 inches long. The trans- 
verse test shall be on a supported length of 12 inches with the load at the 
middle. The minimum breaking load so applied shall be at least 2900 
pounds, with a deflection of at least xV inch before rupture. 



Workmanship 

19. General. — All parts forming a structure shall be built in accord- 
ance with approved drawings. The workmanship and finish shall be equal 
to the best practice in modem bridge works. 

30. Straightening Material. — Material shall be thoroughly straightened 
in the shop, by methods that will not injure it, before being laid off or 
worked in any way. 

21. Finish. — Shearing shall be neatly and accurately done, and all 
portions of the work exposed to view shall be neatly finished. 

23. Rivets. — The size of rivets called for in the plans shall be under- 
stood to mean the actual size of the cold rivets before heating. 

23. Rivet Holes. — When general reaming is not required, the diameter 
of the punch for material not over f inch thick shall be not more than 
^g inch, nor that of the die more than i inch, larger than the diameter of 
the rivet. The diameter of the die shall not exceed the diameter of the 
punch by more than one-fourth the thickness of the material punched. 
Material over f inch thick, except that for minor details, and all material 
where general reaming is required, shall be sub-punched and reamed as per 
paragraphs 49, 50 and 51, or drilled from the solid. Holes in the flanges of 
rolled beams and channels used in the floors of railroad bridges shall be 
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drilled from the solid. Those in the webs of same shall be so drilled or sub- 
punched and reamed. 

Note. — Mr. Schneider in his specifications replaces the f inch occurring in 
paragraph 23 by } inch. 

24. Punching. — Punching shall be accurately done. Slight inaccuracy 
in the matching of holes may be corrected with reamers. Drifting to 
enlarge unfair holes will not be allowed. Poor matching of holes will be 
cause for rejection at the option of the inspector. 

Note. — Drifting is driving a taper pin through holes that fail to match properly; 
this distorts the hole and injures the material. 

35. Assembling. — Riveted members shall have all parts well pinned 
up and firmly drawn together with bolts before riveting is commenced. 
Contact surfaces shall be painted (see paragraph 52). 

36. Lattice Bars. — Lattice bars shall have neatly rounded ends, unless 
otherwise called for. 

37. Web Stiffeners. — Stijffeners shall fit neatly between the flanges of 
girders. Where tight fits are called for, the ends of the stiffeners shall be 
faced and brought to a true contact bearing with the flange angles. 

28. Splice Plates and Fillers. — Web splice plates, and fillers under 
stiffeners, shall be cut to fit within i inch of flange angles. 

29. Connection Angles. — Connection angles for floor girders shall be 
flush with each other and correct as to position and length of girder. In 
case milling is required after riveting, the removal of more than ^^ inch from 
their thickness shall be cause for rejection. 

30. Riveting. — Rivets shall be driven by pressure tools wherever 
possible. Pneumatic hammers shall be used in preference to hand driving. 

31. Rivets. — Rivets shall look neat and finished, with heads of approved 
shape, full and of equal size. They shall be central on shank and shall 
grip the assembled pieces firmly. Recupping and calking will not be 
allowed. Loose, burned or otherwise defective rivets shall be cut out and 
replaced. In cutting out rivets great care shall be taken not to injure the 
adjacent metal. If necessary they shall be drilled out. 

31 (a). Heating Rivets. — Rivets shall be heated to a light cherry red, 
in a gas or oil fiunace. The furnace must be so constructed that it can 
be adjusted to the proper temperature. 

Note. — Paragraph 31 (a) is inserted by Mr. Schneider but is not generally in- 
cluded by others. 

32. Field Bolts. — Wherever bolts are used in place of rivets which 
transmit shear, the holes shall be reamed p>arallel and the bolts turned to 
a driving fit. A washer not less than i inch thick shall be used imder the 
nut. 
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33. Members to be Straight. — The several pieces forming one built-up 
member shall be tight and fit closely together, and finished members shall 
be free from twists, bends or open joints. 

34. Finish of Joints. — Abutting joints shall be cut or dressed true and 
straight and fitted closely together, especially where open to view. 

In compression joints, depending on contact bearing, the surfaces shall 
be truly faced, so as to have even bearings after they are riveted up com- 
plete and perfectly aligned. 

35. Field Connections. — Holes for floor-girder connections shall be sub- 
punched and reamed with twist drills to a steel template i inch thick. 
Unless otherwise allowed, aU other field connections shall be assembled in 
the shop and the unfair holes reamed; when so reamed the pieces shall be 
match-marked before being taken apart. 

36. Eyebars. — Eyebars shall be straight and true to size, and shall be 
free from twists, folds in the neck or head, or any other defect. 

Heads shall be made by upsetting, rolling or forging. Welding will not 
be allowed. The form of the heads will be determined by the dies in use 
at the works where the eyebars are made, if satisfactory to the engineer, 
but the manufacturer shall guarantee the bars to break in the body with 
a silky fracture, when tested to rupture. The thickness of the head and 
neck shall not vary more than ^^ inch from that specified. 

37. Boring Eyebars. — Before boring each eyebar shall be properly 
annealed and carefully straightened. Pinholes shall be in the center line 
of the bars and in the center of the heads. Bars of the same length shall 
be bored so accurately that, when placed together, pins ^2 inch smaller 
in diameter than the pinholes can be p>assed through the holes at both ends 
of the bars at the same time. 

38. Pinholes. — Pinholes shall be bored true to gauges, smooth and 
straight, at right angles to the axis of the member and parallel to each 
other, unless otherwise called for. Wherever possible, the boring shall be 
done after the member is riveted up. 

39. Variation in Pinholes. — The distance center to center of pinholes 
shall be correct within -^ inch, and for pins up to 5 inches in diameter the 
diameter of the hole shall not exceed the diameter of the pin by more than 
-^ inch; for larger pins this difference shall not exceed ^2 ^^^h. 

40. Pins and Rollers. — Pins and rollers shall be acciurately turned to 
gauges and shall be straight, smooth and entirely free from flaws. 

41. Pilot Nuts. — At least one pUot and driving nut shall be furnished 
for each size of pin for each structure, and field rivets 10 per cent in excess 
of the nimiber of each size actually required. 

Note. — Pilot and driving nuts are nuts used to guide and protect truss pins 
during driving on erection. 
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42. Screw Threads. — Screw threads shall make tight fits in the nuts 
and shall be U. S. standard, except above the diameter of if inches, when 
they shall be made with six threads per inch. 

43. Annealing. — Steel, except in minor detaib, which has been partially 
heated shall be properly annealed. 

44. Steel Castings. — All steel castings shall be annealed. 

45. Welds. — Welds in steel will not be allowed. 

46. Bed Plates. — Expansion bed plates shall be planed true and smooth. 
Cast waU plates shall be planed top and bottom; the cut of the planing 
tool shall correspond with the direction of expansion. 

47. Shipping Details. — Pins, nuts, bolts, rivets and other small details 
shall be boxed or crated. 

Additional Specitications when General Reaming and Planing 

ARE Required 

48. Planing Edges. — Sheared edges and ends shall be planed off at 
least i inch. 

49. Reaming. — Punched holes shall be made with a punch ^^ inch 
smaller in diameter than the nominal size of the rivets and shall be reamed 
to a finished diameter of not more than ^ inch larger than the rivet 

50. Reaming after Assembling. — Wherever practicable, reaming shall 
be done after the pieces forming one built member have been assembled and 
firmly bolted together. If necessary to take the pieces apart for shipping 
and handling, the respective pieces reamed together shall be so marked that 
they may be reassembled in the same position in the final setting up. No 
interchange of reamed parts will be allowed. 

51. Removing Burrs. — The burrs on all reamed holes shall be removed 
by a tool coimtersinking about iV inch. 

Painting 
51 (a). Shop Painting. — Steel work, before leaving the shop, shall be 
thoroughly cleaned and given one good coating of pure linseed oil, or such 
paint as may be called for, well worked into all joints and open spaces. 

52. In riveted work, the surfaces coming in contact shall each be painted 
before being riveted together. 

53. Pieces and parts which are not accessible for painting after erection, 
including tops of stringers, eyebar heads, ends of posts and chords, etc., 
shall be given two coats of paint before leaving the shop. 

54. Steel work to be entirely embedded in concrete shall not be painted. 

55. Painting shall be done only when the surface of the metal is per- 
fectly dry. It shall not be done in wet or freezing weather, unless protected 
under cover. 
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56. Machind-finished Surfaces. — These shall be coated with white 
lead and taUow before shipment or before being put out into the open air. 

57. Field Paintiiig. — After the structure is erected, the metal work shall 
be painted thoroughly and evenly with an additional coat of paint, mixed 
with pure linseed oil, of such quahty and color as may be selected. 

Succeeding coats of paint shall vary somewhat in color, in order that 
there may be no confusion as to the surfaces that have been painted. 

Inspection and Testing 

58. Facilities for Inspection. — The manufacturer shall furnish all 
facilities for inspecting and testing the weight, quality of material and 
workmanship at the shop where the material is manufactured. He shall, 
if required, furnish a suitable testing machine for testing full-sized members. 

The manufacturer shall prepare all test pieces for the machine, free 
of cost. 

59. Access to Shop. — When an inspector is furnished by the purchaser, 
he shall have full access, at all times, to all parts of the shop where material 
under his inspection is being manufactured. 

60. The purchaser shall be furnished complete shop plans, and must be 
notified well in advance of the start of work in the shop, in order that he 
may have an inspector on hand to inspect material and workmanship. 

61. Shipping Invoices. — Complete copies of shipping invoices shall be 
furnished to the purchaser with each shipment. 

62. Mill Orders. — The purchaser shall be furnished with complete 
copies of mill orders, and no material shall be rolled and no work done before 
he has been notified as to where the orders have been placed, so that he may 
arrange for the inspection. 

63. Inspector's Mark. — The inspector shall stamp with a private mark 
each piece accepted. Any piece not so marked may be rejected at any 
time, at any stage of the work. If the inspector, through an oversight or 
otherwise, has accepted material or work which is defective or contrary to 
specifications, this material, no matter in what stage of completion, may be 
rejected by the purchaser. 

Full-sized Tests 

64. Full-sized Tests. — Full-sized parts of the structure may be tested 
at the option of the purchaser. Such tests on eyebars and similar members, 
to prove the workmanship, shall be made at the manufacturer's expense, 
and shall be paid for by the purchaser, at contract price, if the tests are 
satisfactory. If the tests are not satisfactory, the members represented by 
them will be rejected. The expense of testing members, to prove their 
design, shall be paid for by the purchaser. 
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65. Eyebar Tests. — In eyebar tests, the minimum ultimate strength 
shall be 55,000 pounds per square inch. The elongation in 10 feet, in- 
cluding fractiure, shall be not less than 15 per cent. Bars shall break in 
the body and the fracture shall be silky or fine granular. The elastic limit 
as indicated by the drop of the mercury shall be recorded. Should a bar 
break in the head and develop the specified elongation, ultimate strength 
and character of fracture, it shall not be cause for rejection, provided not 
more than one-third of the total number of bars break in the head. 

SPECIFICATIONS FOR STEEL MILL BUILDINGS 

66. Dimensions. — By height shall be imderstood the distance from the 
under side of the lower chord of the roof truss to the tops of the foundations. 

The width and length of the building shall be measured to the outsides 
of the framing or sheathing. 

67. Spans. — The spans of trusses, beams and girders for the purpose of 
calculations shall be assimied as the distance center to center of bearings 
for supported spans, while they will be considered as the distance back to 
back of framing angles when the trusses, beams or girders are framed into 
columns. 

Loads 

68. Dead Loads. — The dead load is the weight of all permanent con- 
struction and fixtures. The calculated weights shall be based upon those 
hereafter given. 

(a) Weight of Trusses. — The weight of a truss may be estimated as 



W== 



300 + 6 • L H '— j 



3 
where 

W = weight of truss per square foot of building area, 
L = span of truss, in feet, 

D = distance center to center of trusses, in feet, 
P = load per square foot on the truss, 
(b) Weight of Purlins. — The iveight of purlins per square foot of 
horizontal projection of the roof may be taken as 

^ VP~iXD I 

45 4 

where 

Wi = weight of purlins per square foot of building, 
D = distance center to center of the trusses. 
Pi » load per square foot on purlins. 
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(c) Weight ol Roof Coverings. — The weights of roof coverings not 
including sheathing per square foot of actual roof suriace will average 

Tin I lb. Corrugated steel, No. i8 3.0 lbs. 

Slate, tV-iiich 6.6 lbs. Corrugated steel, No. 20 ... . 2.3 lbs. 

Slate, J-inch 4.4 lbs. Felt and gravel 7-g lbs. 

Terra-cotta, i inch thick. . 6.0 lbs. 

(d) Weight of Sheathing. — 

Wooden sheathing, per foot, board measure 3.5 lbs. 

Concrete, i inch thick, per square foot 10-12 lbs. 

Note. — A foot board measure is a piece 12 inches square and i inch thick. 

Live Loads 

69. (a) Live Loads. — These shall not be less than the following uniform 
loads: 

Warehouses 120 pounds per square foot. 

Foundry charging floors 300 pounds per square foot. 

Power houses, uncovered floors. . . 200 pounds per square foot. 

In aU cases special concentrations, such as engines, turbines, boilers, chim- 
neys, etc., should be considered from actual weights. 

(b) Crane Loads. — Where available the actual weights and dimensions of 
traveling cranes should be used; otherwise the table of weights given on page 
354 and taken from the Specifications of Mr. C. C. Schneider may be used. 

(c) Distribution of Wheel Loads. — Wheel loads transferred to beams or 
girders through rails may be considered as distributed a distance equal to 
the depth of the girder or beam but not exceeding 30 inches. (Ostrup.) 

(d) Lateral Loading. — Besides the vertical loading, beams and girders 
carrying traveling cranes shall be designed so that their upper flanges shall 
in addition resist a lateral bending due to one-twentieth of the crane's 
capacity acting at each bridge-truck wheel. 

(e) Impact. — An addition of 25 per cent of the live-load bending mo- 
ments and shears shall be made to all beams, girders and columns carrying 
traveling cranes. 

70. Flat Roofs. — Flat roofs liable to be loaded with people should be 
designed as floors. This would subject them to a possible additional load 
of 40 pounds per square foot. 

71. Wind Loads. — The normal wind pressure on a roof whose angle of 
slope does not exceed 45 degrees shall be based upon a horizontal wind 
pressure of 30 poimds per square foot and its magnitude shall be estimated 
by the formula, 

^" 45 ' 
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where Wk is the horizontal wind pressure in pounds per square foot, A is 
the angle of inclination of the roof in degrees and Wn is the resulting normal 
wind pressure on the roof in pounds per square foot. 

Note. — Some designers assume a horizontal wind pressure of from 20 to 30 
pounds per square foot acting on the vertical projection of the roof. 

WEIGHTS AND DIMENSIONS OF TYPICAL TRAVELING 

CRANES 



Capacity. 


Span. 


Wheel base. 


Mazimttm 
wheel load. 


Side 
clearance. 


Vertical 
clearance. 


Weight of Tail for 


Tons. 


Feet. 


Pt.IllS. 


Pounds. 


Inches. 


Pt.Ins. 


Rnnway 
girder. 


Beams. 


5 
5 


40 
60 


8 6 

9 


12,000 
13,000 


10 
10 


6 
6 


40 
40 


40 
40 


10 
10 


40 
60 


9 
9 6 


19,000 
21,000 


10 
10 


6 
6 


45 
45 


40 

40 


IS 
IS 


40 
60 


9 6 
10 


25.000 
29,000 


10 
10 


7 
7 


50 
SO 


SO 
SO 


20 
20 


40 
60 


10 
10 


33.000 
36,000 


12 
12 


7 
7 


55 
55 


SO 
SO 


25 

25 


40 
60 


10 
10 6 


40,000 
44.000 


12 
12 


8 
8 


60 
60 


50 
50 


30 
30 


40 
60 


10 6 

11 


48,000 
52,000 


12 
12 


8 
8 


70 
70 


60 
60 


40 
40 


40 
60 


11 

12 


64,000 
70,000 


12 
12 


9 
9 


80 
80 


60 
60 


50 
SO 


40 
60 


11 

12 


72,000 
80,000 


14 
14 


9 
9 


100 
100 


60 
60 



Note. — The rail weights are in pounds per yard. The side clearance is from 
the center of the rail, while the vertical clearance is from the top of the rail. 

73. Wind Pressure on the Sides and Ends of the Building. — In build- 
ings not exceeding 30 feet to the eaves this pressure may be taken at 20 
poimds per square foot, while it should be increased up to 30 pounds for 
buildings 60 feet or more to the eaves. 

73. Wind Pressure on Framework. — The wind pressure shall be esti- 
mated for the wind acting horizontally in any direction upon the total 
exposed surface of the framework. Such pressure shaU be assumed at 
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30 pounds per square foot of exposed surface. (This applies during con- 
struction.) 

74. Snow Loads. — For latitudes of about 40 degrees the snow load 
may be assumed at 25 pounds per square foot of horizontal projection of the 
roof for flat roofs and those inclined up to angles of 15 degrees; above this 
slope the load may be decreased uniformly so that at 45 degrees it would 
become zero. (The slope corresponding to 15 degrees is about one in four.) 

These loads should be increased for higher latitudes and reduced for 
lower latitudes. In tropical coimtries snow loads may be neglected. 

The amoimt and character of the precipitation in any locality may also 
affect the loading which would naturally be lower in arid sections. 

Note. — According to Mr. C. C. Schneider in climates oorresponding to that of 
New York, ordinary roofs up to spans of 80 feet may be designed for the following 
minimum equivalent loads per square foot of horizontal projection of the roof. 
These loads then replace the dead loads, wind loads and snow loads given above. 

Lbs. 

Gravel or fOn boards, slope i to 6, or less 50 

composition *< On boards, slope exceeding i to 6 45 

roofing t^On 3-inch flat tile or cinder concrete 60 

Corrugated sheets, on boards or purlins 40 

Slate, on boards or purlins 50 

Slate, on 3-inch flat tile or cinder concrete 65 

Tile on steel purlins 55 

Glass 45 

Where no snow is to be expected the above loads may be reduced 10 pounds, 
excepting that no roof should be designed for a load less than 40 pounds per 
square foot. 

75. Minimum Loads on Purlins and Roof Coverings. — Purlins and roof 
coverings shall not be designed for normal loads under 30 pounds per square 
foot. 

76. Loads on Foundations. — The areas of foundation piers shall be 
proportional to their respective dead loads; in no case, however, shall the 
combined live and dead loads on a pier divided by its base area exceed the 
permissible pressure on the soil. 

Note. — The desire is to obtain uniform settlement. In making the foundations 
proportional to the dead loads it is considered that as the dead loads act continu- 
ously the settlement will depend more on dead loads than on the possibly very 
intermittent action of the live loads. 
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UNIT STRESSES AND PROPORTION OF PARTS 

SUBSTRUCTXTRE 

77. Pressures on Soils. — The pressures on the soil at the base of the 
foundation shaU not exceed the following in tons of 2000 pounds. 

Clay, soft I 

Ordinary day, or dry sand mixed with day 2 

Dry sand and dry day 3 

Hard day and firm coarse sand 4 

Firm gravd and coarse sand . 6 

Rock, acGording to condition 15-200 

78. Compressive Stresses in Masonry. — The following compressive 
stresses will be permitted in masonry structures: 

Lbs. per sq. in. 

Conmion brick, in Portland cement mortar 170 

Hard-burned brick, in Portland cement mortar 200 

Rubble masonry, in Portland cement mortar 150 

Sandstone masonry, first dass 280 

Limestone masonry, first dass 350 

Granite masonry, first dass 420 

Portland cement concrete, 1-2-4 400 

Portland cement concrete, 1-2-5 300 

79. Wall-plate Pressure. — According to Mr. C. C. Schneider, the 
pressure of beams, girders, wall plates, colunms, etc., on masonry shall not 
exceed the following: 

Lbs. per sq. ia. 

On brick work in cement mortar 300 

On rubble masonry in cement mortar 250 

On Portland cement concrete 600 

On first-dass sandstone, dimension stone 400 

On first-dass limestone 500 

On first-dass granite 600 

80. Bearing Power of Piles. — Piles shall not be spaced closer than 30 
inches center to center. The maximum load on any pile shall not exceed 
40,000 pounds, or 600 pounds per square inch of average cross section. 
When driven to rock or equivalent bearing through loose or wet soil, which 
gives them no lateral support, the limiting load shall be determined by 
reducing 600 pounds, the maximum allowable compression, by a suitable 
column formula. 

81. Walls shaU be built in accordance with the local ^' building code " 
when that is available, otherwise they may be made the thicknesses given 
on page 324. 



Digitized by VjOOQ IC 



MATERIALS 



357 



82. Pillars. — (a) When concentrically loaded and having a height not 
exceeding twelve times their least dimension, pillars may be loaded until 
the fiber stresses reach the figures given in paragraph 78. 

(b) When eccentrically loaded the resultant pressure must pass within 
the kern of the section and the maximum pressure should not exceed that 
given in paragraph 78. 

Note. — For the explanation of kern of a section see page 238. 

Unit Stresses in Steel Work 

83. Permissible Stresses. — The resulting stresses due to dead load, 
snow load, wind load and impact shall not exceed the following limiting 
values, excepting where permitted in accordance with paragraph 91. 

84. Tension, net section, roiled steel, 16,000 pounds per square inch. 

85. Direct Compression, rolled steel and steel castings, 16,000 pounds 
per square inch. 

86. Bending Stresses, on extreme fibers of rolled shapes, built sections, 
girders and steel castings, net section, 16,000 pounds per square inch. 

On extreme fibers of pins, 24,000 pounds per square inch. 

87. Shearing Stresses. — Lbs. per sq. in. 

On shop rivets and pins 12,000 

On bolts and field rivets 10,000 

On plate girders and beams, cross section, average 10,000 

88. Bearing Stresses. — Lbs. per sq. in. 

On shop rivets and pins 24,000 

On field rivets and pins 20,000 

89. Pressure on Expansion Rollers. — The pressure per linear inch on 
expansion rollers shall not exceed 600 pounds per inch of roller diameter. 

90. Axial Compression in Columns. — The load per square inch of gross 

section for columns axially loaded shall neither exceed 16,000— [C-j 

pounds, nor 14,000 pounds. Here / = the length of the member in inches; 
f » the corresponding radius of gyration of the section in inches; and C 
has the following values: 



ConditioQ of ends. 


C. 


Both ends hinged or butting 


70 

35 

47 

140 


Both ends fixed 


One end fixed, the other hinged 


One end fixed, the other free 
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Note. — The spedficatioiis issued Dec x, 191 2, by the American Bridge Co. 
permit loads upon columns, concentrically loaded, as given by the formula 19,000 — 

[ 100 X - J but not to exceed 13,000 pounds per square inch and applying to values 

of - up to 120. 

f 

For values of - from 120 to 200 they give the following table: 



/ 


Allowable load. 


I 


Allowable load. 


r 


lbs. per sq. ia. 


r 


lbs. per sq. in. 


120 


7000 


i6o 


5000 


130 


6500 


170 


4SOO 


140 


6000 


180 


4000 


ISO 


S500 


190 


3SOO 






200 


3000 



91. Stresses in Bracing and Members with Combined Stresses. — In 
bracing and members subjected to combined stresses resulting from wind 
and Other loadings the permissible working stresses previously given may 
be increased 25 per cent. 

93. Eccentric Loading. — In designing columns provision must be made 
for eccentric loading. 

93. Combined Stresses. — Members subjected to combined axial and 
bending stresses shall be designed so that the greatest fiber stress due to 
the combined stresses shall not exceed the fiber stress permitted in the 
member. 

94. Alternate Stresses. — Members subjected to a reversal of the stresses 
shall be proportioned for that stress giving the greater section. The con- 
nections shall be designed to carry the sum of the stresses. 

95. Net Sections. — In finding net sections, the rivet holes shall be 
assumed as \ inch larger than the nominal diameter of the rivet. 

96. Limiting Lengths of Columns. — Columns assumed as having hinged 
or butting ends shall have unsupported lengths not exceeding 125 times their 
least radius of gyration for main members nor more than 150 times their 
least radius of g3n:ation for wind bracing or secondary members. 

Note. — The recent specifications of the American Bridge Co. place these lengths 
at 120 and 200 times the least radius of gyration. 

97. Limiting Lengths of Tension Pieces. — Riveted tension pieces shall 
have lengths not exceeding 200 times their radii of gyration about their 
horizontal axes, when used in horizontal or inclined positions. The length 
for this calculation shall be considered that of its horizontal projection. 
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98. Rolled Sections used as Beams. — Rolled sections used as beams 
shall be proportioned by their moments of inertia. 

99. Plate Girders. — Plate girders shall be designed upon the assump- 
tion that one-eighth of the web acts as flange area. 

Note. — For buildings and similar structures it is frequently specified that the 
bending stresses shall be resisted by the flanges and that the web shall resist shear 
only. 

Note. — The recent specifications of the American Bridge Co. permit the design 
of girders by their moments of inertia, thus making paragraph 99 apply to both 
girders and rolled sections. 

100. Web Thickness of Plate Girders. — The web thickness shall be not 
less than ^-iv of the unsupported distance between flange angles. 

loi. Web Stiffeners. — Web stiffeners shall be placed on both sides of 
the web, with a dose bearing against upper and lower flange angles, at the 
ends and inne^ edges of bearing plates, at all local and concentrated loads; 
where the thickness of the web plate is less than ^ of the unsupported 
distance between flange angles, stiffeners shall be placed at intervals along 
the girder about equal to the girder depth but not exceeding 5 feet. 

Note. — The recent specifications of the American Bridge Co. place this limiting 
distance at 6 feet. 

102. Compression Flange. — The area of the compression flange must 
at least equal the area of the tension flange at the same section of the girder. 
Where the unsupported distance along the girder exceeds 20 times the width 
of the flange the fiber stress in the compression flange must be that deter- 
mined by considering the flange as a colunm and buckling laterally. 

Note. — The practice on this point varies considerably among designers. Mr. 
C. C. Schneider limits the fiber stress in the compression flanges at all times to 
that given by the following formulae. When the flange section consists of angles 

and plates the fiber stress is limited by 16,000 — f 200 X r J , and where the flange 

is a channel section by 16,000 — f 150 X t ). Here / is the distance along the 

flange between points of support and b is the width of the flange plate, both being 
in inches. 

The requirements as stated by the specifications of the American Bridge Co. are 
that the flange must be braced at intervals not exceeding 40 times the width of 
the flange plates, and that the limiting fiber stress for unsupported flange lengths 
exceeding 10 times the widths of the flanges shall be that given by 19,000 — 

f 300 X T ). The symbols have the same significance as those given above. 

Other specifications permit an unsupported flange length of 12, 16 and even 
30 times the width of the flange plates before requiring any reduction in the fiber 
stress. 
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103. Depths of Rolled Beams. — The depths of rolled beams where used 
for floors shall be not less than ^ of the span; when used for purlins they 
may be as small as ^^ of the span. Floor beams when subjected to con- 
siderable vibration or shock should be made not less than ^ of their span. 

Note. — The purpose of this requirement is to limit the deflection. 

104. Permissible Stresses on Cast Iron. — 

Tension 2,500 lbs. per sq. in. 

Compression 12,000 lbs. per sq. in. 

Shear i^soo lbs. per sq. in. 

xos- Permissible Stresses on Timber. — The timber in the structure 
may be designed with the following fiber stresses given in pounds per square 
inch. 



Bendiog 
stress. 



Bearing 
on end. 



ColanuiB vnder. 
10 diameters. 


Shear 
along 
fibers. 


Com- 
pres- 
sion. 


Bearing 
across 
fibers. 


1000 


500 


200 


1000 


350 


100 


700 


200 


100 


500 


200 


100 



Weight 
ca. ft. 



White oak 

Long-leaf yellow pine . 
White pine and spruce 
Hemlock 



1200 

1500 

900 

700 



1400 

1500 
900 
700 



50 
38 
24 
25 



106. Timber Columns. — The allowable fiber stress on colunms exceed- 
ing 10 diameters in length may be obtained by the formula 

Cxl 



P^C 



\ioo Xdr 



aoo Xdl 

where C is the unit stress given above for short colmnns; / is the length 
and b the least width of the *cplunm, both in inches. 



Details of Construction 

107. General. — Adjiistable members will be, if possible, avoided in all 
parts of the structure. 

108. Synmietrical Sections. — All sections shall preferably be made 
synunetrical. 

109. Minimum Number of Rivets. — Exceptixtg lattice bars aU connec- 
tions shall have at least two rivets. 

1x0. Minimum Thickness of Material. — Elxcepting for lining or fillers 
no material shaU be less than i inch thick. 
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Note. — Some designers place this minimum thickness at 1'^ inch for material 
protected from the weather and not affected by injurious gases. Where the con- 
ditions might be expected to cause rapid deterioration of the material it is fre- 
quently made in excess of the J inch first stated. 

111. Connections. — Connections shall be made strong enough to 
develop the full strength of the members. 

112. Floor Beams. — Floor beams shall ordinarily be rolled sections. 

113. Trusses. — Trusses shall preferably be riveted structures. Heavy 
trusses of long span may be designed as pin-connected structures. 

Roof trusses shall preferably permit of placing purlins at panel points 
only. Where this would prove uneconomical the upper chord may be 
designed to resist combined flexure and compression and the purlins then 
placed where convenient. 

114. Bracing. — Lateral, longitudinal and transverse bracing in all 
structures is preferably composed of rigid members, and should be designed 
of sufl&cient strength to withstand the wind pressure and any other forces 
acting on it both during and after erection. 

Trusses should be braced in pairs in the plane of their lower and upper 
chords. 

115. Column Splices. — Column splices should be designed to resist the 
bending as well as the direct stresses. 

116. Intersecting Members. — Intersecting members should be located 
so that the axes through their centers of gravity shall intersect in a point. 

117. Separators. — When rolled beams are placed side by side to act 
as a single girder they shall be secured together by bolts and separators 
at intervals not exceeding 5 feet. Beams of greater depth than 10 inches 
should have two bolts in each separator. Parallel beams carrying arched 
floors, whether of the ordinary or flat arch type, shall have tie bolts spaced 
not farther apart than 8 times the depth of the beams. These tie bolts 
should be placed well below the centers of the beams. 

118. Width of Flange Plates. — Flange plates shall be limited in width 
so as not to extend more than 6 inches beyond the line of rivets securing 
the flange plates to the flange angles, nor should this dimension exceed 8 
times the thickness of the thinnest flange plate. 

119. Web Splices. — All web splices must have a plate on each side of 
the web, and these plates must be able to transmit through their rivets the 
full stress coming on the splice at that section. 

Riveting 

120. Riveting. — The minimum distance between centers of rivet holes 
shall be three diameters of the rivet; it is preferred, however, that this 
distance should be not less than 3 inches for J-inch rivets, 2 J inches for 
i-inch rivets, 2 inches for }-inch rivets, and i} inches for ^-inch rivets. 
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The maximum pitch in the line of the stress for members composed of 
plates and shapes will be 6 inches for f-inch and i-inch rivets, 4i inches for 
f-inch rivets and 4 inches for J-inch rivets. 

121. Rivet Spacing in Angles. — For angles built into sections with two 
gauge lines, the rivets being staggered, the maximum pitch in each line shall 
be twice that given in paragraph 120. 

122. Riveting Plates. — Where two or more plates are in contact, they 
shall be held together by rivets whose distance apart in either direction does 
not exceed 1 2 inches. 

The pitch of rivets in the direction of the stress shall not exceed 6 inches, 
nor 16 times the thickness of the thinnest outside plate. 

The spacing at right angles to the stress shall not exceed 50 times the 
thickness of the thinnest plate. (Some specifications make this 40 instead 
of 50.) 

123. Rivet Spacing from Edges. — The minimum distance of a rivet 
from a sheared edge shall be ij inches for }-inch rivets, 1} inches for t-inch 
rivets, it inches for f-inch rivets, and i inch for }-inch rivets. The mini- 
mum distances from rolled edges shall be li, iJ, i and } inch, respectively. 

The maximum distance of a rivet from an edge shall be 8 times the thick- 
ness of a plate. 

124. Calculations of Rivet Strength. — All calculations of rivet values 
both in shear and in bearing shall be based upon their nominal diameters. 

The grips of rivets should preferably not exceed 4 diameters of the rivets. 

Note. — The grip is the total thickness of the pieces held by the rivet. This 
limitation is made to insiire the rivet completely filling the rivet hole when driven. 

125. Maximum Rivet Diameters in Angles. — In main members the 
diameters of rivets in angles shall not exceed one-quarter the widths of the 
legs in which they are driven. In other places these diameters may be 
increased J inch. 

126. Pitch of Rivets at Ends of Compression Pieces. — The pitch of 
rivets at the ends of compression pieces shall not exceed 4 times the rivet 
diameter for a distance equal to 1} times the maximum width of the 
member. 

127. Tic Plates. — Latticed sides of compression members shall have tie 
plates as close to the ends as practicable, and at all intermediate points at 
which the ladng may be omitted. The lengths of these tie plates shall at 
least equal the distance between the rivet lines securing them to the flanges. 
The intermediate plates may be but one-half this length. The thickness 
of these tie plates m\ist be at least ^ of the distance between the lines of 
rivets securing the plate to the flanges. 
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za8. Lattice Bars. — Lattice bars shall be proportioned to resist the 
shear corresponding to the allowance for bending made in the column 
formula, paragraph 90. The minimum thickness of lattice bars shall be 
iV of their lengths for single lattice bars and ^ of their lengths for double 
lattice bars riveted at their centers. 

The minimum widths of lattice bars shall be as follows: 

For 15-inch channels, or built sections 

with 3 J and 4-inch angles, 2 J inches (I-inch rivets). 

For 12, 10 and 9-inch channels, or built 

sections with 3-inch angles, 2} inches (}-inch rivets). 

For 8 and 7-inch channels, or built 

sections with 2}-inch angles, 2 inches (|-inch rivets). 

For 6 and 5-inch channels, or built 

sections with 2-inch angles, 1} inches (^-inch rivets). 

Note. — The specifications of the American Bridge Co. require the lattice bars 
to be designed to carry a shear of 2 per cent of the direct stress on the column. 

The inclination of the lattice bars with the axis of the member shall not 
ordinarily be under 45 degrees. When the distance between the rivet lines 
in the flange is more than 15 inches, if a single riveted bar is used the lattic- 
ing shall be double, and the bars riveted at their intersection. 

^ Lattice bars with two rivets shall generally be used in flanges wider than 
5 inches. 

129. Pitch of Lattice Connections along the Member. — The ratio of 
the pitch of lattice connections along a flange to the least radius of gyration 
of that side of the member shall not exceed the ratio of length to least 
radius of gyration for the whole column. 

130. Joints. — In general all joints in riveted work, whether for tension 
or compression members, shall be fully spliced. Joints in compression 
members when the abutting faces are finished for bearing may be spliced 
sufiEdently to hold the connecting members accurately in place. 

131. Pins. — A pin shall have a diameter not under i of the width of 
the widest bar held by it. Pins must be turned true to size and straight; 
they must be driven with pilot nuts. 

132. Pinholes. — Pinholes shall be reinforced by plates where neces- 
sary. At least one plate shall be as wide as the projecting flanges will 
allow; where angles are used, this plate shall be on the same side as the 
angles. The plates must contain sufi&cient rivets that their portion of the 
pin pressure may be distributed to the full cross section of the member. 

Pins must be suflEdently long to insure a full bearing of all parts connected 
upon the turned-down body of the pin. Members should be packed on 
pins to produce the least bending moment on the pin. Vacant spaces 
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along the pin should be filled and the members held against lateral move- 
ment. 

133. Temperature Range. — Expansion and contraction shall be pro- 
vided for corresponding to a temperature range of 150 degrees Fahrenheit. 

134. Expansion Rollers. — The minimum diameter of expansion rollers 
shall be 4 inches. 

135. Anchor Bolts. — Colunms, when resisting tensile stresses at their 
bases, shall be anchored by bolts to the foundations. Anchor bolts shall 
be long enough to secure a weight of masonry at least one and one-half 
times the tension in the anchor. The minimum size of anchor bolts shall 
be I i inches. 

Materials. — See paragraphs i to 18 inclusive. 
Workmanship. — See paragraphs 19 to 57 inclusive. 
Inspection. — See paragraphs 58 to 65 inclusive. 

SPECIFICAlTONS FOR A DECK-PLATE GIRDER 
RAILWAY BRIDGE 

136. Material. — All material to be rolled steel as specified in para- 
graphs I. to 10 inclusive. Cast iron or steel castings will be permitted 
only in machinery of movable bridges and in special cases for shoes and 
bearings. 

137. Plate Girders. — Plate girders are recommended for spans frofai 
20 feet to 100 feet. 

138. Spacing of Girders. — Deck plate girders shall generally be spaced 
6 feet 6 inches. 

139. Floor. — The floor shall consist of 8-inch by 8-inch cross ties 
separated 6 inches. They shall be notched to fit on the flanges on which 
they should have a full and even bearing. 

140. Guard Rails. — Guard timbers 6 by 8 inches shall be placed on 
each side of the track. Their inner faces shall be not less than 3 feet 3 
inches from the center of the track. These guard timbers shall be notched 
one inch over each tie and shall be fastened to every third tie and at each 
splice by a }-inch bolt. Splices shall be over floor timbers with half-and- 
half joints of 6 inches lap. The floor and guard timbers must be continued 
over piers and abutments. 

Loads 

X41. Dead Load. — In estimating the weight of the structure, for use 
in calculating the strains, the timber shall be assumed as weighing 4) pounds 
per foot B. M. (board measure, 144 cubic inches). The weight of the rails, 
spikes and joints shall be taken at 160 pounds per lineal foot of track. 

142. Live Load. — All bridges shall be designed to carry, in addition to 
their own weight and that of the floor, a moving load on each track con- 
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sisting of two engines coupled at the head of a imiformly distributed train 
load, placed so as to give the greatest strain in the structure. 

This loading is frequently specified Cooper's £-40 as a minimum. 

Note. — The loading Cooper's E-60 is given on page 7 1 . For the other Cooper's 
loadings the distances between the wheels remain the same as the £-60 loading. 
The driving-wheel loads are 1000 times the number designating the loading; thus 
for E-60 the load on the drivers is 60,000 poimds, while for E-40 it is 40,000 pounds. 
The pilot-wheel load is assumed 50 per cent of the load on the drivers, while the 
tender-wheel loads are 65 per cent of the driving-wheel loads. 

143. Impact Allowance. — The effect of impact and vibration shall be 
added to the above-mentioned maximum live-load stresses, and shall be 
determined by the formula, 

\300 + LJ 
where / = impact to be added to the live-load stresses; 
5 = computed live-load stress; 

L = length of loaded distance which produces the maTimnTTi stress 
in the member. 
Impact shall not be added to stresses produced by longitudinal, cen- 
trifugal and lateral wind forces. 

144. Wind and Lateral Loading. — All bridges shall be designed for a 
lateral force on the loaded chord of 200 pounds per lineal foot plus 10 per 
cent of the specified train load on one track, and 200 pounds per lineal 
foot on the unloaded chord, these forces being considered as moving. 

Note. — This loading provides for the wind load and vibration and impact due 
to lateral swaying of the train caused by unbalancing of the locomotives, etc. 

Unit Stresses 

145. Unit Stresses in Structural Steel. — All parts of the structiure shall 
be so designed that on structiural and rivet steels the siuns of the maximum 
stresses shall not exceed the following imit stresses, excepting as specified 
in paragraph 91. 



Chazacter of stress. 


Allowable unit stress, 
lbs. per sq. in. 


Axial tension, net section 


16,000 


Flexural stress, extreme fiber stress, net section 

Plexural stress, on pins, extreme fibers 


16,000 
24,000 


Axial compression, g^ross section 


5— 16,000— (70- J. 





5 = allowable unit stress; 
/ = unsupported length of member, in inches; 
r = least radius of gyration of the member, in inches. 
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146. Stresses on Riyets. — The following are the allowable working 
stresses in pounds per square inch on bolts and rivets in shear and bearing. 



Character of bolt or rivet. 




Unit stress. 




Shear. 


Bearing. 


Hand-driven field rivets and turned bolts 


9,000 
11,000 
12,000 
10,000 


18,000 


Power-driven field rivets 


22,000 


Shop-driven rivets eind pins 


24,000 


Plate girder webs, gross section 




Expansion rollers, per linear inch, where d — 
diameter of the roller in inches 


the 


6ooXd 







147. Pressure on Foundations. — The pressures on masonry piers shall 
not exceed the following loads in pounds per square inch. 



First-class sandstone or limestone masonry, and Portland 
cement concrete, 1-2-4, including impact 

First-class granite masonry, and Portland cement mortar, 
including impact 



Poands per 
sq. in. 



400 
600 



See also paragraph 79. 

148. Pressure on Soils. — See paragraph 77. 

149. Combined Stresses. — See paragraph 93. 

150. Girder Design. — The depth shall preferably be not less than 1^ 
of the span. When made shallower the flange stresses should be reduced 
so that the deflection will not exceed that of a girder having its depth i** 
of the span. Girders may be designed either by calculating the moments 
of inertia of their net sections or by assuming the flange areas as concen- 
trated at their centers of gravity; in this case J of the gross web section may 
be considered as flange area; when this is assiuned the web splices must be 
designed for carrying bending as well as shear. 

151. Flange Design. — The flanges shall be designed so that the area of 
the cover plates shall not exceed 60 per cent of the total flange area. See 
also paragraph 118. 

152. Compression Flange. — The area of the compression flange must 
at least equal the area of the tension flange at the same section of the girder. 
Where the unsupported distance along the girder exceeds 16 times the width 
of the flange the fiber stress in the compression flange must be limited by 
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that determined by the following formulae. Where the flange consists of 
plates, / = 16,000 — 1 200 X - ) ; where the flange is a channel section, / = 

16,000 — (150 X 7 ) ; here 

/ is the allowable fiber stress in pounds per square inch; 

/ is the distance between lateral supports along the girder, in inches; 

b is the width of the flange in inches. 

153. Flange Rivets. — The rivets securing the upper flange angles to 
the web plate must be calculated to resist the change in horizontal shear, 
together with such vertical shear due to wheel concentrations and floor 
loads as may be transferred to the web through the flange angles. 

When the rails are placed directly on the upper flange the wheel loads 
shall be assiuned as distributed over 30 inches; if ties transfer this load to 
the girder, the load may then be considered as distributed over three ties. 

154. Web Design. — The web shall be designed for the total maximum 
shear, including dead load, live load and impact; the fiber stress on the gross 
section shall not exceed 10,000 pounds per square inch. See also para- 
graph 100. 

155. Web Splices. — See paragraph 150. 

156. Web Stiffeners. — There shall be web stiffeners, generally in pairs, 
over bearings, at points of concentrated loading, and at other points where 
the thickness of the web is less than A of the unsupported distance between 
flange angles. The distance between stiffeners shall not exceed that given 
by the following formula, with a maximum limit of six feet and not greater 

than the depth of the web; d = — (12,000 — s). 

40 

d = the clear distance between stiffeners, in inches; 

/ = the web thickness, in inches; 

5 = the unit shearing stress in the web, in pounds per square inch. 

157. Bracing. — Lateral bracing shall be placed as close as possible to 
the plane of the upper chord when clearing the ties. 

Spans exceeding 60 feet shall have lateral bracing near the plane of both 
top and bottom chords. Cross frames shall be placed at the ends and at 
intermediate points separated not more than 20 feet. 

158. Minimum Sizes of Materials. — Excepting for fillers the minimum 
thickness of material shall be } inch. Rivets shall not be under f inch 
diameter. 

159. Riyet Spacing. — See paragraphs 120 to 126. 

160. Expansion. — See paragraphs 133 and 134. 
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All spans exceeding 80 feet in length shall have hinged bolsters at both 
ends, and at one end turned rollers, running between planed surfaces. 

Rollers shall not be under 4 inches in diameter. Bridges with spans 
under 80 feet shall have one end free to move upon planed surfaces. 

161. Camber. — The camber shall be fs inch for every 10 feet. 

Note. — Camber is an upward curvature given the bridge and should theoreti- 
cally be equal and opposite to that caused by the deflection of the bridge under the 
load for which it was designed. It, therefore, serves to bring the nominally hori- 
zontal members into actually horizontal positions when subjected to their full load. 
Under full load then the several members will be in the same relative positions as 
those for which their stresses were determined. 

SPECIFICATIONS FOR PORTLAND CEMENT CONCRETE 
AND REINFORCED CONCRETE 

162. Cement — Cement shall be Portland, and shall meet the require- 
ments of the standard specifications of the American Society for Testing 
Materials. 

163. Fine Aggregates. — These shall consist of sand, crushed stone, 
or gravel screenings graded from fine to coarse, and when dry passing a 
screen having holes I inch in diameter; it shall preferably be of siliceous 
material, clean, coarse, free from vegetable loam or other deleterious matter, 
and not more than 6 per cent shall pass a sieve having 100 meshes per linear 
inch. 

164. Test. — Mortars composed of one part Portland cement and three 
parts fine aggregate by weight when made into briquettes shall show a 
tensile strength of at least 70 per cent of the strength of 1-3 mortar of 
the same consistency made with the same cement and standard Ottawa 
sand. 

165. Coarse Aggregates. — These shall consist of crushed stone or 
gravel, graded in size, which is retained on a screen having holes J inch 
in diameter; it shall be dean, hard, durable and free from all deleterious 
matter. Aggregates containing soft, fiat or elongated particles shall not be 
used. 

166. Maximum Size of Coarse Aggregate. — The maximum size of the 
coarse aggregate shall be such that it will not separate from the mortar in 
laying and will not prevent the concrete fully surrounding the reinforce- 
ment or filling all parts of the forms. 

Where concrete is used in mass the maximum size of the coarse aggregate 
may, at the option of the engineer, be such as to pass a 3 -inch ring. For 
reinforced concrete, sizes usually are not to exceed one inch in any direction, 
but may be varied to suit the character of the reinforcement. 



Digitized by VjOOQ IC 



MATERULS 



369 



167. Water. — Water used in mmng concrete shall be free from oil, 
add, alkalies, or vegetable matter. 

Reinforcing Steel 

168. Metal Reinforcement. — The metal reinforcing steel shall be manu- 
factured from new billets and shall meet the requirements of the following 
specifications and be free from rust, scale, or coatings of any character 
which would tend to reduce or destroy the bond. 

169. Process of Manufacture. — See paragraph i. 

170. Chemical and Physical Requirements. — 





Structural steel. 


High carbon 
steel. 


T>, , ( Basic 


0.04% 


0.085% 
0.075% 


Phosphorus, max. j ^^j^ 


0.06% 

0.05% 

( Desired 

1 60,000 

1,500,000 


Sulphur, maximum 


Ultimate tensile strength, lbs. per sq. in.. . 

Elongation, min. per cent in 8 ins., Fig. i . . . 

Elongation, min. per cent in 2 ins.. Fig. 2.. . 
Character of fracture 


Desired 

85,000 

1,400,000 


Ult. ten. str. 
22% 
Silky 
180° fiat 


Ult. ten. str. 




Cold bends without fracture 


i8o**rf=4/ 







17L. Yield Point. — The yield point, as indicated by the drop of the beam, 
shall be not less than 60 per cent of the ultimate strength. 

172. Allowable Variations. — See paragraph 3. 

173. Chemical Analyses. — See paragraph 9. 

174. Forms of Specimens. — See paragraph 10. 

175. Number of Tests. — At least one tensile and one bending test shall 
be made from each melt of steel as rolled. 

176. Modifications in Elongation. — See paragraph 4. 

177. Bending Tests. — Bending tests may be made by pressure or blows. 
Shapes and bars less than one inch thick shall bend as called for in para- 
graph 170. 

178. Bending Tests of Thick Material. — See paragraph 5. 

179. Finish. — See paragraph 14. 

180. Stamping. — See paragraph 15. 

181. Defective Material. — See paragraph 16. 

Concrete 

182. Proportions. — The materials to be used in concrete shall be of 
uniform quality and so proportioned as to secure as nearly as possible a 
maTimiim density. 
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183. Unit of Measure. — The unit of measure shall be the barrel, which 
shall be taken to be 3.8 cubic feet. Four bags containing 94 pounds of 
cement each shall be considered the equivalent of one barrel. Fine and 
coarse aggregates shall be measured separately as loosely thrown into the 
measuring receptacle. 

184. Relation of Fine and Coarse Aggregate. — The fine and coarse 
aggregate shall be used in such relative proportions as will insure maximnm 
density. 

185. Relation of Cement and Aggregates. — For reinforced-concrete 
construction a density proportion based on one to six shall be used, %£., 
one part of cement to a total of six parts of fine and coarse aggregates 
measured separately. 

186. Mixture for Massive Concrete. — For massive or rubble concrete 
a density proportion based on one to nine shall be used. 

187. Mixing. — The ingredients of concrete shall be thoroughly mixed 
to the desired consistency, and the mixing shall continue until the cement 
is uniformly distributed and the mass is imiform in color and homogeneous. 

188. Measuring Proportions. — Methods of measurement of the pro- 
portions of the various ingredients, including the water, shall be used, which 
will secure separate imiform measurements at all times. 

189. Machine Mixing. — When the conditions will permit a batch mixer 
of a typ>e which insures uniform mixing of the materials throughout the mass 
shall be used. 

190. Hand Mixing. — When it is necessary to mix by hand. the mixing 
shall be on a watertight platform and especial precautions shall be taken 
to turn the materials until they are homogeneous in appearance and color. 

(a) Tight platforms shall be provided of sufficient size to acconunodate 
men and materials for the progressive and rapid mixing of at least two 
batches of concrete at the same time. Batches shall not exceed one cubic 
yard each, and smaller batches are preferable, based upon a multiple of 
the number of sacks of cement to the barrel. 

(b) Spread the fine aggregates evenly upon the platform, and the cement 
upon the fine aggregates; mix these thoroughly until of an even color. 
Add all the water necessary to make a thin mortar and spread again; add 
the coarse aggregates, which, if dry, should first be thoroughly wet down. 
Turn the mass with shovels or hoes until thoroughly incorporated and all 
the aggregates are thoroughly covered with mortar; this will probably 
require the mass to be turned four times. 

(c) Another approved method, which may be permitted at the option of 
the engineer in charge, is to spread the fine aggregates, then the cement, 
and mix dry, then the coarse aggregates; add water and mix thoroughly 
as above. 
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191. Water. — The materials shall be mixed wet enough to produce a 
concrete of such a consistency as will flow into the forms and into the metal 
reinforcement, and which, on the other hand, can be conveyed from the 
place of mixing to the forms without separation of the coarse aggregate from 
the mortar. 

192. Retemperlng. — Remixing concrete with water after it has partially 
set will not be permitted. 

193. Placing Concrete. — (a) After the addition of water, it shall be 
handled rapidly from the place of mixing to the place of final deposit, and 
under no ciromistances shall concrete be used that has partially set before 
final placing. 

(b) The concrete shall be deposited in such a manner as will permit the 
most thorough compacting, such as can be obtained by working with a 
straight shovel, or slicing tool kept moving up and down until all the in- 
gredients have settled in their proper place by gravity and the surplus water 
has been forced to the top. 

(c) In depositing concrete under water, special care shall be exercised 
to prevent the cement from floating away, and to prevent the formation 
of laitance. 

Note. — Laitance is a whitish gelatinous substance, of about the same composi- 
tion as cement but having little or no hardening properties. It is caused by the 
action of water on the surface of the concrete. 

(d) Before placing concrete the forms shall be thoroughly wetted and the 
space to be occupied by the concrete freed from d6bris. 

(e) When work is resxmied, concrete previously placed shall be roughened, 
thoroughly cleaned of foreign material and laitance, drenched and slushed 
with a mortar consisting of one part of Portland cement and not more than 
two parts of fine aggregate. 

(0 The faces of concrete exposed to premature drying shall be kept wet 
for a period of at least seven dsiys. 

194. Freezing Weather. — The concrete shall not be mixed or deposited 
at a freezing temperature, imless special precautions, approved by the engi- 
neer, are taken to avoid the use of materials containing frost or covered 
with ice crystals, and to provide means to prevent the concrete from freez- 
ing after being placed in position and until it is thoroughly hardened. 

195. Rubble Concrete. — Where the concrete is to be deposited in 
massive work, clean stones, thoroughly embedded in the concrete as near 
together as is possible and still entirely surrounded by concrete, may be 
used at the option of the engineer. 

196. Forms. — Forms shall be substantial and unyielding and built so 
that the concrete shall conform to the designed dimensions and contours, 
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and so constructed as to prevent the leakage of mortar. These forms shall 
not be removed until authorized by the engineer. 

197. Forms for Important Work. — For important work, the lumber 
used for face work shall be dressed to a uniform thickness and width, and 
shall be sound and free from loose knots, secured to the studding or up- 
rights in horizontal lines. 

198. Less Important Work. — For backings and other rough work 
undressed lumber may be used. 

199. Round Comers. — Where comers of masonry and other projections 
liable to injury occur, suitable moldings shaU be placed in the angles of 
the forms to round or bevel them off. 

200. Re-using Lumber. — Lmnber once used in forms shall be cleaned 
before using again. 

201. Wetting Forms. — In dry but not freezing weather the forms shall 
be drenched with water before the concrete is placed against them. 

Details of Construction 

202. Splicing Reinforcement — Whenever it is necessary to splice the 
reinforcement by lapping, the length of lap will be decided by the engineer 
on the basis of the safe bond stress in the reinforcement at the point of 
splice. Splices shall not be made at the points of maximum stress. 

203. Joints in Concrete. — Concrete structures, wherever possible, shall 
be cast in one operation, but when this is not possible the work shall be 
stopped, so that the resulting joint shall have the least effect on the strength 
of the structure. 

204. Placing Girders and Slabs. — Girders or slabs shall not be placed 
over freshly formed walls or columns without permitting a period of at least 
two hours to elapse to provide for settlement or shrinkage in the supports. 
Before resuming work the top of the supports should be thoroughly cleansed 
of foreign matter and laitance. 

205. Temperature Changes. — In massive work, such as retaining walls, 
abutments, etc., built without reinforcement, joints shall be provided 
approximately every 50 feet throughout the length of the structure to care 
for the temperature changes. To provide against the structures being 
thrown out of line by unequal settlement, each section of the wall may 
be tongued and grooved into the adjoining section. To provide against 
unsightly cracks, due to unequal settlement, a joint shall be made at sharp 
angles. 

206. Surface Finish. — The desired finish of the surface shall be deter- 
mined by the engineer before the concrete is placed, and the work shall be 
so conducted as to make it possible to secure the finish desired. 
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Plastering of surfaces will not be permitted. • 

Note. — The preceding portion of this specification is taken from those of the 

American Railway Engineering and Maintenance of Way Association, Proceedings 

of 1909. 

207. Fireproofing. — For ordinary conditions, it is recommended that 
the metal in columns and girders be protected by a minimum of two inches 
of concrete; that the metal in beams be protected by one and one-half 
inches of concrete and that the metal in slabs be protected by at least one 
inch of concrete. In monolithic columns a section around the column 
having a width of at least one and one-half inches should be allowed for fire- 
proofing and not estimated as carrying any load. All comers of columns 
should be rounded, as rounded comers are affected less by fire and are also 
less liable to other injury. 

Loads 

208. Vertical Loads. — The same vertical loads as those given under 
" Steel Mill Building Specifications " may be followed; see paragraphs 
68, 69, 70 and 74. Buildings in cities should be designed in accordance with 
the local building laws. Where such laws are not available the following 
floor loads may be assumed: 

Office floors 75 lbs. per sq. ft. 

Floors for light running machinery 75-150 lbs. per sq. ft. 

Floors for medium heavy running 

machinery 200 lbs. per sq. ft. 

Storage, to be estimated from weight of 

the materials in each case 150-1000 lbs. per sq. ft. 

The weight of the concrete shall be assumed as 150 pounds per cubic foot. 
For Loads on Bridges see paragraphs 141, 142 and 143. 

209. Wind Loads. — These will be the same as those given under the 
previous specifications; see paragraphs 71, 72, 73 and 144. 

210. Impact. — Impact may be taken into account by making additions 
to the live-load stresses. 

211. Dimensions for Calculations. — (a) The spans of beams and girders 
shall be assumed as the distance center to center of supports but need not 
be taken greater than the clear span plus the depth of the beam or girder. 

(b) For slabs supported at the ends the span shall be assumed as the 
dear span plus the depth of the slab. 

(c) For continuous slabs the spans shall be taken as the distances between 
the centers of supports. 

212. Bending Moments. — (a) For continuous beams and slabs the 
bending moments at the center and at the supports shall be assumed as 
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80 per cent of the moment on a freely supported beam having the same span 
and load. 

Note. — The Specifications of the Joint Committee of the A. S. C. E., A. S. T. M., 
A. R. E. and M. of W. Assn., etc., give this as 67 per cent for interior spans but 
80 per cent for end spans. In the case of beams and slabs continuous for two 
spans only, the bending moment at central support shall be calculated, using 100 
per cent as the factor, while near the middle of the span the factor shall be assumed 
80 per cent. 

(b) Floor slabs should be designed and reinforced as continuous over 
the supports. If the length of the slab exceeds one and one-half times its 
width, the entire load shall be carried by the transverse reinforcement. 

Square slabs shall be reinforced in both directions. 

Note. — The distribution of loads in the two directions upon slabs having a 
ratio of length to width not exceeding i to 1.5 will be approximately as given in 
the following table. 



/ 




/ 




b' 


r. 


b 


r. 


I.O 


0.50 


1-3 


0.7s 


I.I 


59 


1.4 


0.80 


1.2 


0.67 


1-5 


0.83 



Here 

r is the proportion of the load carried by the transverse reinforcement, 

/ is the length, and 

b is the breadth of the slab. 
Using the values just specified, each set of reinforcements is to be calculated 
in the same manner as for slabs having supports on two sides only, but the 
total amoimt of reinforcement thus determined may be reduced 25 per cent 
by gradually increasing the rod spacing from the third point to the edge 
of the slab. 

213. T Beams. — In beam-and-slab construction, an effective bond 
should be provided at the junction of the beam and slab. When the prin- 
cipal slab reinforcement is parallel to the beam, transverse reinforcement 
should be used, extending over the beam and well into the slab. 

Where adequate bond and shearing resistance between the slab and web 
of beam is provided, the slab may be considered as an integral part of the 
beam, but its effective width shall be determined by the following rules: 
(a) It shall not exceed one-fourth of the span length of the beam; (b) its 
overhanging width on either side of the web shall not exceed four times the 
thickness of the slab. 
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In the design of T beams acting as continuous beams, careful considera- 
tion must be given to the compressive stresses at the supports. 

Beams in which the T form is used only for the purpose of providing 
additional compression area of concrete should preferably have a width of 
flange not more than three times the width of the stem and a thickness of 
the flange not less than one- third of the depth of the beam. 

Both in this form and in the beam and slab form, the web stresses and 
the limitations in placing the longitudinal reinforcements will probably be 
controlling factors in the design. 

214. Internal Stresses. — The internal stresses in slabs, beams and 
girders shall be determined by the formulae recommended by the Joint 
Committee of the A. S. C. E., etc., which is as given in the body of the book, 
page 209. Throughout the entire beam the shearing and bonding stresses 
must be determined and proper provision made to develop the required 
strength. 

215. Coltums. — The ratio of the unsupported length of a column 
divided by its least width shall not exceed 15. The effective area of a 
column shall be considered as the area within the fireprooflng, or in the case 
of hooped columns, or columns reinforced with structural shapes, it shall 
be taken as the area within the hooping or structural shapes. 

The following working fiber stresses may be allowed in colimms varying 
with the class of reinforcement in it. 

(a) Columns with longitudinal reinforcement only, such reinforcement 
not less than i per cent nor more than 4 per cent. The unit stress shall be 
those allowed for axial compression in Working Stresses, paragraph 218. 

(b) Columns with reinforcements of bands, hoops or spirals, as hereafter 
specified: the stresses allowed shall be 20 per cent higher than those given 
for (a), provided the ratio of the unsupported length of the column to 
the diameter of the hooped core is not more than eight. 

(c) Columns reinforced with not less than i per cent and not more than 
4 per cent of longitudinal bars, and with hoops or spirals, as hereafter 
specified: the stresses shall be 45 per cent higher than those given for (a), 
provided the ratio of the unsupported length of the column to the diameter 
of the hooped core is not more than eight. 

Note. — In all cases the longitudinal reinforcement is supposed to carry its pro- 
portion pf the stress. The hoops or bands are not to be counted on as adding 
directly to the strength of the column. 

Bars composing longitudinal reinforcement shall be straight and shall have su£i- 
cient lateral support to be securely held in place until the concrete has set. 

Where hooping is used, the total amount of such reinforcement shall not be less 
than I per cent of the volume of the column inclosed. The dear spadng of such 
hooping shall not be greater than one-sixth* of the diameter of the indosed colunm, 
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and preferably not greater than one-tenth; in no case shall it exceed 2.5 inches. 
The hooping must be circular, and the ends of bands must be united to develop 
the full strength of the bands. Adequate means must be provided to hold the 
hoops or bands in place so that the column shall have a straight and well-centered 
core. As the effect of hooping decreases rapidly with the increase of ratio of length 
to core diameter the above fiber stresses are limited to colimins in which thb ratio 
does not exceed 8. 

216. Bending Stresses on Columns. — Bending stresses due to eccentric 
loading and lateral forces must be provided for by increasing the section 
until the maximum stress does not exceed the values above specified; and 
where tension is possible in the longitudinal bars, adequate connection 
between the ends of the bars must be provided to take this tension. 

217. Reinforcing for Shrinkage and Temperature Stresses. — Rein- 
forcement not imder one-third of i per cent, and able to develop a high 
bonding strength shall be provided; it shall be placed near the exposed 
surfaces and be well distributed. 

Working Stresses 

218. Working Fiber Stresses. — The following working stresses for 
concrete are based on the compressive strength developed by the concrete 
after 28 days, when tested in cylinders 8 inches in diameter and 16 inches 
long. Such tests should show the following ultimate strengths, in pounds 
per square inch. 



Aggregate. 



Granite, trap rock 

Gravel, hard limestone and hard 

sandstone 

Soft limestone and sandstone 

Cinders 



1:1:2 


I : i.S : 3 


1:2:4 


1:2.5:5 


3300 


2800 


2200 


1800 


3000 
2200 

800 


2500 

1800 

700 


2000 

1500 
600 


1600 

1200 

Soo 



1:3:6 



1400 

1300 

1000 

400 



(a) Bearing. — When compression is appUed to a surface of concrete of 
at least twice the loaded area, a stress of 32.5 per cent of the ultimate com- 
pressive strength may be allowed. 

(b) Axial Compression. — For concentric compression on a plain con- 
crete column or pier, the length of which does not exceed 12 diameters, 
22.5 per cent of the ultimate compressive strength of the concrete may be 
allowed. See also paragraph 215. 

(c) Compression in Extreme Fibers. — The extreme fiber stress on a 
beam, calculated on the assumption of a constant modulus of elasticity for 
the concrete under working stresses, may reach 32.5 per cent of the ultimate 
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compressive strength of the concrete. Adjacent to the supports of con- 
tinuous beams, these stresses may be increased 15 per cent. 

(d) Shear and Diagonal Tension. — In calculations on beams in which 
the maximum shearing stress in a section is used as the means of measur- 
ing the resistance to diagonal tension stress, the following allowable values 
for the TTiRTimiim vertical shearing stresses are recommended. 

1. For beams with horizontal bars only and without web reinforcement, 
2 per cent of the ultimate compressive strength may be allowed. 

2. For beams thoroughly reinforced with web reinforcement, the value 
of the shearing stress having been calculated, using the total vertical shear 
in determining the unit horizontal shear, the working shearing stress should 
not exceed 6 per cent of the ultimate compressive strength of the concrete. 
The web reinforcements, exclusive of the bent-up bars in this case, shall 
be proportioned to resist two-thirds of the external vertical shear. 

3. For beams in which part of the longitudinal reinforcement is used 
in the form of bent-up bars distributed over a portion of the beam in a way 
covering the requirements of this type of web reinforcement: the limit of 
the allowable working shearing stress shall be 3 per cent of the ultimate 
compressive strength of the concrete. 

4. Where punching shear occurs, that is, shearing stress uncombined 
with compression normal to the shearing surface, and with all tension normal 
to the shearing plane provided for by reinforcement; a shearing stress of 
6 i>er cent of the ultimate compressive strength of the concrete may be 
allowed. 

(e) Bond. — The bond stress between plain reinforcing bars and concrete 
may be assumed as 4 per cent of the ultimate compressive strength of the 
concrete. In the case of drawn wire, 2 per cent should be the limit. 

219. Steel. — The working fiber stress in the steel shall not exceed 
16,000 pounds per square inch. 

220. Modulus of Elasticity. — The ratio of the moduli of elasticity of 
steel and concrete will vary with the ultimate compressive strength of the 
concrete. The following values may be used. 



Strength of concrete, lbs. per sq. in. 


Ratio of moduli 

of elasticity, 

concrete to 

steel. 


2200 and less 


t 


exceeding 2200 but under 2900 


Exceeding 2900 
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PROBLEMS 

The object of these problems is to furnish work for the student paralleling 
that in the drawing room. Introductory review problems in Mechanics 
are given that lead up to the principal problems in the book. As far as pos- 
sible, all the problems have been made similar to those occurring frequently 
in practice. Although the tables of sections in the book give sufficient data 
for the working of the problems the writer believes that the small additional 
outlay for one of the handbooks issued by the manufacturers of structural 
steel is money weU spent. Among those issuing these books are the Cambria 
Steel Company of Johnstown, Pa., and the Carnegie Steel Company and 
Jones & Laughlin Company of Pittsburgh, Pa. 

Center of Gravity 

1. Prove that the distance from the base to the center of gravity of a 
rectangle is } A. 

2. Prove that the distance from the base to the center of gravity of a 
triangle is i h. 

3. Prove that the distance from the base to the center of gravity of a 
half-round section is c = 0.4244 R, 

Note. — Use the fact established in Problem i and make the infinitesimal 
strips run from the diameter to the circumference. 
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Fig. s. 
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Fig. I. 

4. Prove that in the given trapezoid, Fig. i, 
e 



8'^ r 

Fig. 3. 



3 2b+b ^*- 
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5. Calculate the distance from the back to the center of gravity of a 
15-in. channel weighing 33 lbs. per ft. 

6. In a 6 X 4 X i-in. angle calculate the distance of the center of gravity 
from the back of the short leg. 

7. How far from the base is the center of gravity in Fig. 2? 

8. How far from the base is the center of gravity in Fig. 3? 

2 T 

9. Prove that the center of gravity of a semicircular arc is r =* — 

from the diameter joining its extremities. 

10. How far from its base is the center of gravity of a cone? How far 
from its base is the center of gravity of its lateral surface? 

Moments of Inertia 



^^fiA. 



Given / the moment of inertia, then /' referred to any axis parallel to 
the principal axis is /' = / + A)^, 

In these problems do not recalculate positions of centers of gravity. 

zz. Calculate the moment of inertia about the principal axis of a rec- 
tangle of altitude h and width 6. 



■H 



I 
2 

Fig. 4. 



L 



k 



?n 



J 

Fig. s. 
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1 r 
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Fig. 6. 



Z2. Calculate the moment of inertia of a triangle about an axis through 
its axis center of gravity and parallel to its base. 

Z3. Calculate the moment of inertia of a drde for an axis through its 
center. (Use polar coordinates.) 

14. Calculate the moment of inertia of a 6 X 4 X I -in. angle referred to 
an axis through its center of gravity and parallel to its short leg. 

Z5. Calculate the inertia of a 12-in. channel at 20} lbs. per ft. for an axis 
through its center of gravity and parallel to its back. 

z6. Calculate the inertia of two lo-in. channels at 15 lbs. per ft. referred 
to axis 2-2 when the distance between channel backs is 6.33 ins. (See Fig. 4.) 

17. Calculate the inertia about axis i-i for two 5 X 3 X i-in. angles 
placed as in Fig. 5. 
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i8. Calculate the inertia for axis i-i passing through center of gravity of 
Fig. 2. 

19. Calculate the inertia for axis i-i of four 4 X 4 X i-in. angles placed 
as in Fig. 6. 

30. Calculate the inertia of a half-round for axis i-i, Fig. 7. 



k— r — A 




1 



Fig. 7. 






Fig. 8. 



P^fz^ 



Fig. 9. 



21. Calculate the inertia of the girder section referred to axis i-i, Fig. 8. 

Web i-in. plate. 

Angles 4 X 4 X i in. 

Flange plates 10 X A in. 
Assume the section contains two H-in. diam. holes for }-in. rivets through 
horizontal legs of angles and flange plates for which allowance must be made. 

Reactions and Bending Moments 

It should be recalled that for eqtdlibrium when the forces act on a section 
or a point that the 

Sum of the horizontal forces = o. 
Sum of the vertical forces = o. 
Sum of the moments of forces = o. 

The vertical shear at a section is the algebraic sum of the vertical forces 
to the left of that section. 

32. A cantilever beam of length L ft. carries the load P at its free end. 
What is the reaction at the support, bending moment at this point and also 
bending moment a distance X from free end? 

23. A cantilever beam of length L ft. carries a uniform load of W lbs. 
per ft. What is the reaction, the bending moment at the support and also 
at a distance X ft. from the free end? 

24. A cantilever beam carries a load of W lbs., varying uniformly from 
zero at the free end to a maximum at the support. Required the reaction, 
the bending moment at the support and at a distance X ft. from the free end. 

25. A simple beam of span L ft. carries a central load of W lbs. What 
are the reactions, the maximum bending moment and the bending moment 
X ft. to the right of the left support? 
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a6. A simple beam carries a uniform load of W lbs. per ft. Its span is L ft. 
What are the reactions, the maximum bending moment and the bending 
moment X ft. to the right of the left support? 

37. A simple beam, Fig. 9, carries a load W ^ varying from zero at sup- 
ports to a maximum at the middle. Required the reactions, bending moment 
at the middle and at a distance X ft. from the left support. 

28. A simple beam, Fig. 10, carries a load W lbs., varying from zero 
at the left support to a maximum at the right support. Required the reac- 
tions, the maximum bending moment and the distance it occurs from the 
left support. 






li i 



Fig. 10. 



Fig. 11. 



^ 



F 



30L. 

Fig. 12. 



u 



29. Required the reactions, maximum bending moment, and bending 
moment X ft. from the left support in Fig. 11. 

30. In Fig. 12 find the reactions and maximum bending moment. What 
is the bending moment 15 ft. from the left support? 

31. In Fig. 13 what are the reactions? What is the bending moment 
over support? What is the bending moment X ft. to the right of the left 
support? What is the maximum bending moment and where does it occur? 






f H 






li>'> 



Fig. 13. 



Fig. 14. 









Fig. 15. 



33. The given beam in Fig. 14 in addition to the loads shown carries 
a uniform load of 500 lbs. per ft. of span. What is the maximum bending 
moment and where does it occur? What is the bending moment 28 ft. 
from the left support? 

33. Prove that in Fig. 15 when two loads P, a constant distance a apart, 
roll across a girder the maximum bending occurs when a load is a distance 

- from the center of the span. 
4 
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Selection of Beam Sections 

In selecting beams from manufacturers' handbooks it is common practice 
to use a factor caUed the section modulus which is tabulated in the hand- 
books. The section modulus = -or moment of inertia divided by the 

e 

distance from the neutral axis to the extreme fibers. 

Since Jf = -^ > it follows -r = ~ J 

e J ^ 

hence, first find — by dividing the maximum bending moment in inch 

pounds by the allowable working fiber stress. In the following problems 
assume the beams sufficiently stiffened laterally. Problems where the ratio 
of span to flange width must be considered will be taken up later. 

34. Select a beam to carry a uniform load of 1500 lbs. per lineal foot on a 
span of 20 ft.; allow a working fiber stress of 15,000 lbs. per sq. in. 

35. A beam of 32-ft. span carries four loads of 5000 lbs. each, spaced 8 ft. 
apart, while the first is 4 ft. from the left support. AUow 15,000 lbs. fiber 
stress per sq. in. and select an economical beam section, neglecting the 
bending due to the beam's weight. 

Fig. x6. Fig. 17. Fig. 18. Fig. 19. 

36. In Fig. 16 assume also a uniform load including weight of beam as 
100 lbs. per lineal foot. Select an economical beam section, allowing a 
working fiber stress of 12,000 lbs. per sq. in. 

37. In Fig. 17 neglect weight of beam, aUow 12,000 lbs. fiber stress and 
select a suitable section. 

38. The loading is as shown in Fig. 18. Neglect weight of beam. Allow 
a working fiber stress of 12,000 lbs. per sq. in. and select an economical 
beam section. 

39. Select I beam for Fig. 19. Assume beam secured laterally. The 
moving wheel loads are 6 ft. o ins. c-c. Each wheel load is 10,000 lbs. 
Use a working fiber stress of 12,000 lbs. per sq. in. Assume dead load 
including weight of beam as 60 lbs. per ft. 

40. Select I beam for the span in Fig. 20. Assume beam secured later- 
ally. The moving wheel loads are 12 ft. o ins. c-c. Each wheel load is 
1 2 ,000 lbs. Allowable working fiber stress is 1 2 ,000 lbs. per sq. in. Assume 
dead load including weight of beam as 80 lbs. per ft. 



Ii! 
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Deflection of Beams 

It is not proposed to review the entire discussion of deflection of beams 
but simply to recall the subject by one or two of the easier cases and then 
solve a few problems by the use of the formula given on page 7. The 
general equation of the elastic curve for all beams is 



dx' J J El' 




here M = bending moment due to the external forces at a section whose 
abscissa is X. 
/ = moment of inertia of beam section. 
E » modulus of elasticity of the material. 
y = ordinate along which deflection is measured. 






41. A cantilever beam, Fig. 21, of uniform section carries a concentrated 
load W at its free end. What is its deflection if its length is L? 

Assume origin of coordinates at o. Here M — WX and the general 
equation becomes 

Integrate this twice and eliminate the constants of integration by means 
of the following facts. At the fixed end, -f- — o and X = L, also F = o 

when X = o. 

42. Prove that the deflection of a simple beam of span L and central 
load W is 

^ 4^EI' 

Find the form of the equation of the elastic curve for thb beam, Fig. 22, 
and loading. Integrate twice, remembering that 

-^ = o when X = - and that X = o when y = o. 
dx 2 

43. A standard 15-in. I beam 42 lbs. per ft. having a span of 30 ft. is to 
carry a uniform load; its working fiber stress is not to exceed 16,000 lbs. 
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per sq. in. and the maximum deflection -— - of its span. What load will it 

300 

carry? 

44. A 6-in. I beam i2i lbs. per ft. extends 5 ft. from a wall as a cantilever 
beam. Assume that it is amply stiff, laterally. What load will it carry 
if the working fiber stress is 12,000 lbs. per sq. in. and what will be its 
maximum deflection? 

45. What uniform load wiQ a 12-in. I beam 31! lbs. per ft. carry on a 
2o-ft. span if it is merely supported at the ends and the fiber stress is 16,000 
lbs. per sq. in.? Compare the deflection and fiber stress of this beam 
with a beam having fixed ends, carrying the same uniform load. 

Note. — In practice one generally assumes simple beams, beams merely 
supported at the reactions. Fixed and continuous beams are seldom de- 
signed. Reinforced concrete designers make allowance for fixing and con- 
tinuity in their beam designs. 

Tension Pieces 

In the usual tension piece of constant cross section the stress is uniformly 
distributed over the cross section and is the same for all sections. The 
section may not be constant, in which case the minimum or net section must 
be considered. 

46. A 2-in. round bar is to have its end upset for U. S. Standard screw 
thread. What size screw must be cut if the area at the root of the thread 
exceeds the area at the body of the rod by 18 per cent? 

47. A 4 X 4 X i-in. angle carries a load of 35,000 lbs. in tension. Assume 
two IJ-in. diameter holes in a cross section. What is the imit stress per 
square inch on the net section? 

Columns 

In the case of columns the stress tends to increase any initial flexure due 
to inaccurate workmanship or vibration and a column, when of suflScient 
length, fails by bending. It should be noted that tension in a piece reduces 
any buckling tendency. 

Columns Failing by Flexure 

The derivation of column formulae is based upon the general equation 
of the elastic curve previously used in finding the deflection of beams. In 
these column formulae, of which there are several, a quantity depending 

entirely upon the section of the column occurs; it is -- , and its square root 
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is called the radius of gyration of the section referred to the same axis as /. 
Here / is the moment of inertia and A the area of the section. 

T» ,. - ^. A /inertia of section 4// 

Radius of gyration = V -r ; : — = V T* 

" Area of section " A 

48. Two 8-in. channels iij lbs. per ft. are spaced such a distance back 
to back that the moments of inertia referred to their two principal axes 
are equal. What do the radii of gyration equal? 

49. Two 6 X 4 X i-in. angles are placed with their long legs parallel 
and separated f in. What are the radii of gyration referred to the principal 
axes? 

50. Two 5 X 3} X i-in. angles are placed with their short legs parallel 
and separated f in. What are the radii of gyration referred to the two 
principal axes? 

51 . Calculate the radius of gyration of a circular section 8 ins. in diameter. 
Then calculate the radius of gyration of a ring section 8 ins. outside diam- 
eter and 6 ins. inside diameter. 

53. Prove the following values of radii of gyration: 

Rectangle, principal axis r = —= • 

V12 

Triangle, principal axis r = —=.* 

V18 

Circle, principal axis r = -. 

4 

The following formulae are frequently used for mild-steel column design: 

Ends. Fixed. Hinged. 

T, , . , // 16,000 ,, 16,000 

Rankine's/ = 2—- , / = ^ — _ — . 



1+ -^ ; 1 + 



40,000 r^ 10,000 r* 

Straight line/' = 16,000 — 35 - > /' = 16,000 — 70 -. 
The most rational formula for columns is that of Ritter, 
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f s allowable unit working stress, pounds per square inch. 
/ = length of column, inches. 
r = least radius of gyration. 
/ « maximum desired fiber stress, occurring at the dangerous section of 

the column and resulting from the flexure of the colunm. 
/« = flber stress per square inch at the elastic limit of material. 
E ^ coefficient of elasticity of the material of the column, 
m = a constant, depending upon the way the colunm ends are secured. 
Its value for the usual end conditions are: 

Ends. Both Fixed. x Fixed and x Hinged. Both Hinged. 

m 4 2.25 I 

For soft or mild steel, taking E = 30,000,000, 

T* = 10 approximately 
and 

p€ = 30,000; 

the formula becomes, for hinged ends, 

, ^ _ 16,000 



1 + 
10 



-f-y 

,000 \ r / 



53. Compare the allowable working stresses as given by the three for- 
mulas for a mild-steel hinged column, whose length is 20 ft. and least radius 
of gyration of the column section is r ^ 2. 

54. Compare the allowable working stresses as given by the three for- 
mulae for a mild-steel fixed<end column whose length is 20 ft. and least radius 
of gyration of the coliunn section is r = 2. 

55. Two 15-in. channels weighing 33 lbs. per ft. are to be made into a 
latticed column. Assume hinged ends, use Ritter's formula and determine 
the maximum load which they can be designed to carry if the column is 
35 ft. long. 

56. What load will a Bethlehem 12-in. H section weighing 78 lbs. per ft. 
carry? Assume the column, with fixed ends, 25 ft. long and the material 
mild steel. Use Ritter's formula and compare the result with that given 
in the Bethlehem Steel Company's handbook, using the formula 

#'=16,000-55-. 

57. Compare the loads that can be carried by two mild steel columns, 
each 22 ft. long, both having fixed ends, the first being a latticed column 
made of two lo-in. channels 15 lbs. per ft., spaced for maximum load, the 
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other being a lo-in. column 54 lbs. per ft.j Bethlehem Steel Company's 
section. Use Ritter's formula in both cases. 

In structural design it is usual practice to limit the value of - for impor- 
tant work subjected to considerable shock to - = 100, while for other work 

the usual limit is- = 120. 

r 

58. Would a 6 X 6 X i-in. angle used singly make a good colunm? 
Should it be xised for a height of 16 ft.? Why?" What load could it carry 
if 10 ft. long, with hinged ends? Use Ritter's formula and assume the 
material mild steel. 

59. Would an 8-in. I beam weighing 18 lbs. per ft. make a good column? 
Why? Should it be used for a height of 12 ft.? Why? What load would 
it carry if 8 ft. high? Use Ritter's formula. Assume fixed ends and the 
material mild steel. 

60. Two 6 X 4 X i-in. angles are to be placed back to back, separated 
} in. and used for a hinged strut. Take your data from Manufacturer's 
Handbook and show if it would be more economical to have the long or 
short legs parallel. What load would it carry if 12 ft. long? Use Ritter's 
formula and assume the material mild steel. 

In the beams in the previous problems no consideration has been taken 
of their lateral stiffness. . In practice it is customary when using a maximum 
working fiber stress to limit the ratio of unsupported beam length to flange 
width to from 12 to 20. Where the ratio exceeds these numbers the allow- 
able working fiber stress should be reduced. This is made necessary by the 
fact that in a vertically loaded beam the upper flange, being subjected to 
compression, is liable to fail as a column by buckling and, therefore, to 
secure the same factor of safety, the working stress in this flange must be 
reduced. There are several wajrs by which allowance is made for this condi- 
tion, all of which are empirical and subject to criticism. Attention is called 
to the reduction of the working fiber stress by the use of a colimm formula, 
as in the Cambria Handbook, 

^ 18,000 
1 + 



30006 



/ as allowable stress in pounds per square inch. 
/ s length between lateral supports in inches. 
h s width of flange in inches. 
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This formula is for a maximum desired working stress of 16,000. For 
limiting values other than 16,000 lbs. reduce the maximum fiber stresses by 
the percentage that the above formula reduces 16,000 lbs. 

Another method is based upon the tests of long beams by the Pencoyd 
Iron Works and adopted by the Carnegie and Bethlehem Steel companies' 
handbooks. It assumes the maximum allowable fiber stress applicable to 
spans of 20 flange widths and a uniform reduction as the ratio of span to 
flange width increases until a beam whose span equals 70 flange widths 
is reached when the allowable working fiber stress is limited to one-half 
that used in the first case. 

Still another method is that explained in Chapter VII of this book. 

61. What uniform load will a is-in. I beam weighing 42 lbs. per ft. carry 
on a 23-ft. span if unsupported laterally, and if the maximum working fiber ' 
stress for a beam whose span is 20 flange widths is limited to 16,000 lbs. 
per sq. in.? Compare the results by the methods given above. 

62. What central load can be carried upon a Bethlehem girder beam G-20 
weighing 112 lbs. per ft. on a 30-ft. span? The maximum fiber stress for 
a span of 20 widths is 16,000 lbs. per sq. in. Compare the results obtained 
by the methods given. 

* 63. A 10- ton crane is to be carried across a span of 30 ft. on rolled 
beams. The maximum wheel load is 21,000 lbs., the wheel base 10 ft. 6 ins. 
The maximum desired working stress is 15,000 lbs. per sq. in. reduced to 
allow for ratio of span to flange width. Select a standard Cambria beam 
and test its ability to resist a lateral pull of one-tenth of the live load divided 
between the two wheels acting on the beam. 

* 64. A 25-ton crane is to be carried across a 36-ft. span on rolled beams. 
The maximum wheel load is 40,000 lbs.; the wheel base is 10 ft. 6 ins. All 
other conditions are the same as in Problem 63, excepting that a Bethlehem 
Grey Mill section with a wide flange is to be used. Determine the section. 

Web Stresses 

In addition to the points already considered, in designing beams with 
heavy concentrations of loads or very short spans the ability of the web to 
resist vertical shearing, vertical crif^ling and horizontal shearing must also 
be taken into accoimt. In the case of plate girders the web is reinforced 
with stiffening angles to resist this crippling. Rolled steel beams are rarely 
weak in vertical or horizontal shear; timbef beams should be carefully 
examined for horizontal shear; while in reinforced-concrete construction 

* Specifications frequently call for an impact allowance of 35 per cent in the 
case of traveling cranes. 
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careful designing to resist the web stresses, including horizontal shear and 
diagonal tension, is of vital importance. 
The horizontal shear at any section of a homogeneous beam is 

V 

s = horizontal shear on section per square inch. 
/ = moment of inertia of entire section. 
V = total vertical shear. 
w = width of web. 
Zay = statical moment of the area of the cross section on one side of the 
neutral axis, or summation of areas multiplied by their re- 
spective distances from the neutral axis. 

65. Show that for a timber beam of width b and depth d 

•^ 2bd 

66. If a 15-in. I beam weighing 42 lbs. per ft. is to be used on varying 
spans and a fiber stress of 16,000 lbs. is allowed in tension and 12,000 lbs. 
in shear, what is the minimum span for which the horizontal shear may be 
neglected? 

67. Allowing a tensile fiber stress of 1500 lbs. per sq. in. and a shearing 
fiber stress with the grain of 120 lbs. per sq. in., what uniform load can 
be carried by a yellow pine timber 12 ins. deep, 3 ins. wide on a 12-ft. span? 

68. Allowing a tensile fiber stress of 900 lbs. per sq. in. and a shearing 
fiber stress with the grain of 100 lbs. per sq. in., what uniform load will 
a spruce timber 16 ins. deep X 4 ins. wide carry on a i6-ft. span? 

69. What is the maximiun span upon which a yellow pine timber 12 ins. 
deep can be used to carry a uniform load if its fiber stress is to be limited 
to 1200 lbs. per sq. in. and its deflection to jU of its span? Assume its 
modulus of elasticity as 1,500,000 lbs. per sq. in. 

70. What central load will a white oak timber 16 ins. deep X 4 ins. wide 
carry on an i8-ft. span if stressed to 1500 lbs. per sq. in.? What would 
be its maximum deflection if the modulus of elasticity were taken at 
1,500,000 lbs. per sq. in.? 

Combined Flexure and Direct Stress 
Sometimes beams are subjected to direct compression or tension in addi- 
tion to flexural stresses. It is usually sufficient to take the algebraic sum 
of the flexural and direct stresses at the extreme fibers of the beam. When 
greater accuracy than this is required, Johnson's formula, as modified by 
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Merriman, can be used. According to this fonnula the fiber stress due to 
bending, when direct compression or tension acts upon a piece in addition 
to bending, is 

Me 



/ = 



'-£f 



The — is for a compression force. 
The + is for a tensile force. 

p 
The combined stress is/' ± — -• 

P = compression or tensile force in pounds. 
/ = span in inches. 

Simple beam uniform load = — = -—• 

m 9.6 

Simple beam central ioad= — = — 

m 12 

A = area of cross section in square inches. 

An exact method is given by Merriman but its application is too difficult 
to be generally used. 

71. A yellow pine beam 10 ft. long and 12 ins. square is subjected to a 
compression force acting along its length of 50,000 lbs. while carrying a 
uniform load of 20,000 lbs. What is the fiber stress? E = 1,500,000. 

What is the maximum fiber stress, using the formula 



-^f 



72. A horizontal steel tension bar has a cross section of 9 X 1} ins. 
It is subjected to a unit stress in tension of 10,000 lbs. per sq. in. The bar 
is 20 ft. long. Determine the maximmn resulting fiber stress due to the 
combined action of its weight and its tensile load. The bar runs vertically 
with its li-in. edge down. E = 30,000,000. 

m 9.6 

73. In Fig. 23 the top plate is 20 X I in., the sides are 15-lb. channels 
at 40 lbs. per foot each. Assume the gross cross section loaded with 7500 
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lbs. per sq. in. Chord 25 ft. long. E = 30,000,000. Determine the 
maximum fiber stress due to direct loading and its own weight. Use formula 



/' 



Me 



m E 



74. In Fig. 24 the top plate is 24 X { in. The sides are, two upper 
angles 4 X 4 X ^ in.j two plates 24 X f| ^- ^^^ ^^^ bottom angles 
6 X 4 X i in. Area of combined section is 82.3 sq. ins. Inertia of sec- 
tion is 6969. Assume chord 20 ft. long. Uniform load, including live load 



Fig. 23. 



r 



Fig. 24. 




Fig. 25. 



and weight of section, is 4000 lbs. per foot of span. Compression load 
400,000 lbs. acting along the center of gravity of the section. What is the 
total maximum fiber stress? E = 30,000,000. 



/ = 



Me' 
mE 



m 



I 
9.6* 



75. What is the maximum fiber stress in Fig. 25? Two angles 4 X 
3 X A in., one plate 10 X A-in. Compression due to direct load acting 
at center of gravity of section is 10,000 lbs. per sq. in. on gross section. 
(In this problem neglect rivet holes.) Length of piece 8 ft. o ins. Neg- 
lect weight and assume a central load due to purlin of 1600 lbs. What is 
the maximum fiber stress? 

xt _ -flag 

E = 30,000,000. 



n 
m 



1^ 
12 
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Riveting 

The following considerations are useful in designing riveted joints for 
structural work. 

1. The rivet strength is calculated upon the nominal diameter of the 
rivet notwithstanding the fact that the hole in which the rivet is driven 
is generally ^ in. to } in. greater than the rivet. 

2. The unit shearing strength of steel rivets is taken about f the unit 
tensile strength of the steel and the unit bearing strength of rivets is taken 
at double their imit shearing strength. 

3. Rivets should not be used in tension. 

4. Use table of rivet values. 

76. A 24-in. I beam weighing 80 lbs. per ft. carries a uniform load on a 
19-ft. span. First find what load it will carry if the extreme fiber stress is 
16,000 lbs. per sq. in. and then find how many i-in. rivets will be required 
to secure two 4 X 4 X j-in. angles to the web of the beam and transfer 
the reaction due to the given load. Compare your result with the stand- 
ard framing. Allow 10,000 lbs. per sq. in. shear. 

77. Two 4 X 4 X A-in. angles are fastened back to back to a f-in. plate. 
How many }-in. rivets will be required in the angles if the net section 
of the material is stressed 12,000 lbs. per sq. in.? Allow one rivet hole 
^ in. diam. through angles and plate. Allow 7500 lbs. per sq. in. in shear. 

78. The long leg of a 5 X 3i X f-in. angle is fastened to a |-in. plate. 
Assume one rivet hole i| in. in diameter, in a section. Allow a fiber stress 
of 12,000 lbs. per sq. in. on the net section and determine how many f-in. 
rivets are required. Allow 7500 lbs. per sq. in. in shear. 

Timber Columns 

The U. S. Dept. of Agriculture has made a large nxmiber of tests upon 
timbers and the following is their formula suggested for timber columns. 

700+1SC + C* 

To find the safe load divide p by the required factor, where 

p = ultimate strength in pounds per square inch. 
F = crushing strength of timber. 

_ L Length (inches) 

d small diameter (inches) 

79. What load can be safely carried by a yellow pine post 10 ins. square 
and 20 ft. high? Use a factor of 4 and consider the ultimate crushing 
strength 5000 lbs. per sq. in. 
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8o. A cedar post is 22 ft. high and is 10 X 12 ins. in cross section. What 
load can it safely carry if its ultimate crushing strength is assumed at 3500 
lbs. and a factor of safety of 5 is desired? 

8i. A spruce column is 18 ft. high and 9 ins. square. What load can it 
safely carry if its ultimate crushing strength per sq. in. is taken as 4000 lbs. 
and a factor of safety of 4 is desired? 

Plate Girders 

In designing girders of greater depth than rolled sections (24 and 36 ins.) 
the following method is easier and is sufficiently accurate. In Fig. 26, 
A = area of one flange in square inches. 

h = distance between the centers of gravity of the two flanges in 
inches. Where the flange is made up of angles and plates 
this distance is frequently assumed as the distance back to 
back of the angles. 
/ = mean fiber stress in the flange in pounds per square inch. 
M s external bending on the section measured in inch pounds. 

Then U = AXfXh. 

This formula assumes the web as resisting shear only. When the web is 
assumed to resist bending also the formula becomes 



i/ = (^ + |)x/xA. 



Here a is the area of the web plate in square inches. 

82. Derive the two formulae for girders, 

M = AxfXh and M =^(a + ^\xf Xh. 

83. Find the net flange area required at the middle of the following girder. 
Span 60 ft. Depth of girder back to back of flange angles is 6 ft. o ins. 
Uniform dead load is 600 lbs. per ft. (this covers ties, rails and metal of girder, 
etc.). Uniform live load is 2250 lbs. per lineal foot. Increase the live-load 
bending 80 per cent to allow for impact due to a moving train load. Allow a 
fiber stress of 16,000 lbs. per sq. in. Assume that the web takes shear only. 

84. A girder spans 80 ft. Its depth, back to back of flange angles, is 7 ft. 
o ins. Uniform dead load is 700 lbs. per ft. (this covers ties, rails, metal of 
girder, etc.). Uniform live load is 2000 lbs. per lineal foot. Increase the 
live-load bending 80 per cent to allow for impact due to a moving train 
load. Allow a fiber stress of 16,000 lbs. per sq. in. Assume that one- 
eighth of the web acts as flange area and that the web is | in. thick. What 
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additional area is required to complete the net flange section 30 ft. from the 
left abutment? 

85. A girder which spans 50 ft. is to be made 5 ft. o ins. deep, back to 
back of flange angles. It carries two wheel loads 12 ft. o ins. center to 
center of 80,000 lbs. each. Assume a dead load including girder weight of 
' 200 lbs. per ft. Increase the live-load bending 20 per cent to cover impact. 
Allow a fiber stress of 16,000 lbs. per sq. in. Assume the web ^ in. thick 
and that one-eighth of it is considered as being flange. Determine what 
additional area is required to complete the net flange area at the point of 
Tna.TiTniiTn bending. 




Fig. 26. 



Fig, 




27. 



Fig. 28. 



86. A bridge which spans 60 ft. is to be built for a crane. Assume that 
each girder weighs 15,000 lbs. and that this forms a uniform load. The 
trolley wheels are 6 ft. apart and each wheel load is 16,000 lbs. The girder 
at the center is 48 ins. deep, back to back of angles. On account of stiffen- 
ing the crane laterally the flange plates are made 22 ins. wide. Assume the 
section like Fig. 27 . Assume the web as taking shear only. The fiber stress 
in the compression flange is to be 9000 lbs., while that in the tension flange 
can be 1 2,000 lbs. per sq. in. Determine the dimensions of the plates. 

Shafting 
Considering the differential area. Fig. 28, the fiber stress is proportional 
to its distance r from the center so that if ^ is the fiber stress at a distance 
R from the center the stress Pr at this distance is 

^"^ R 

The force acting on an area dA then is dF =^ prXdA. 
The moment of this force about the center then is 

dMt^^^^dA. 
R 



Integrating 



M 



is^. 
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It will be noticed tliat this is in the form of the general equation for 
torsion. 

where / is the polar moment of inertia. 

87. Allowing a limiting shearing working stress of 7000 lbs. per sq. in. 
upon a steel roimd 2 ins. in diameter, what twisting moment measured in 
inch pounds will the round carry? What would be the force applied at a 
radius of i ft.? 

88. Allowing a limiting shearing working stress of 7000 lbs. per sq. in., 
what twisting moment in inch pounds woidd be carried by a 2 in. square 
shaft? Acting at a radius of i ft. what force would this correspond to? 

89. Find the ratio of the twisting moments carried by a round shaft 
and a square shaft of the same sectional area and the same limiting fiber 
stress. 

90. What horse power will a shaft of diameter d transmit when making 
N revolutions per minute and subjected to a working fiber stress of p lbs. 
per sq. in. at its circumference? 

Torsional Deflection 

It is sometimes desirable to limit the torsional deflection of a shaft, in 
which case the angle of deflection in degrees is given by 

^_ MtXL 
1660 X d^' 
Mi = twisting moment in inch poimds. 
L — length of shaft in feet. 
d = diameter of shaft in inches. 

91. A shaft 2 ins. in diameter and 60 ft. long is subjected to a twisting 
moment which produces an extreme fiber shearing stress of 6000 lbs. per 
sq. in. Through what angle is one end of the shaft twisted ahead of the 
other? 

Combined Bending and Twisting 

Shafting must generally be designed for combined torsion and bending. 
There are several formula but according to Guest's law the following may 
be used: 

Here Afe» equivalent bending moment. 

M = bending moment. 
T s twisting moment. 
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Having found the equivalent bending moment, the shaft diameter can be 
detennined by placing these values in the equation 



M. 



e 



I = moment of inertia referred to axis. 

e — distance from center of gravity to extreme fibers. 

92. In Fig. 29 a force of 2000 lbs. acts on the teeth of a pinion 5 ins. in 
diameter. The distance from the center line of the pinion to the center of 
the adjacent bearing is 6 ins. What diameter of shaft will be required if 
9000 lbs. per sq. in. is permitted in flexure? 




Fig. 31 



Fig. 32. 



93. In Fig. 30 a force of 2500 lbs. acts upon the teeth of a pinion 4} ins. 
in diameter. The pinion is inside the bearings as shown. Using a flexural 
fiber stress of 9000 lbs. per sq. in. what diameter of shaft is required? 

Stresses in Structures Determined Algebraically 

In Fig. 31 to determine the stress in any piece, as FA^ cut the truss at a 
section containing this piece and then equate the internal and external 
moments about any point that most conveniently gives the desired residt. 
Consult Chapter IV. 

In Fig. 32 BC = 2400 lbs., CD = DE -= EF ^ etc. = 4800 lbs. 

94. Calculate algebraically the stress in GC and AG in Fig. 32. 

95. Determine algebraically the stresses in GH and HD in Fig. 32. 

96. Calculate the stresses in HI and I A in Fig. 32. 

97. Calculate the stresses in FL and LM in Fig. 32. 
Problems 94 to 97 should be checked graphically. 

In Fig. S3 BC = CD = DE = EE\ etc. = 10,000 lbs. 

98. Calculate algebraically the stresses in BF and FA in Fig. 33. 

99. Calculate algebraically die stresses in FG and GC in Fig. n, 
100. Calciilate algebraically the stresses in GE and El in Fig. 33. 
Problems 98 to 100 should be checked by method of coefficients. 
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Graphical Analysis of Truss Stresses 

xox. In using the common graphical method of determining truss stresses, 
what assumption is made concerning the construction of the truss? What 
are the three conditions necessary for equilibrium in a structure acted on by 
forces? 



t k' 


D Ie , 
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H/\j 
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A 








Fig. 33. 



Fig. 34. 



xoa. What is a force triangle? A force polygon? What can you say 
concerning the force polygon representing a number of concurrent forces 
in equiUbrium? What general direction will the forces in the polygon take? 

103* Mi^e a sketch of any simple truss and show how force polygons 
may be used to determine the magnitude and character of the stresses in the 
structures when the external forces are known. 

X04. Take Fig. 34, letter the truss and make a careful free-hand sketch 
of the stress diagram, then find the character of the stresses. 




V 1 ^ . i i 



Fig. 35. 



Fig. 36. 



Fig. 37. 



105. Take Fig. 35, letter the truss and make a careful free-hand sketch 
of the stress diagrams, first with a live load £ at i and then at 2. Deter- 
mine the character of the stress. * 

X06. What is an equilibrium polygon? When a number of noncon- 
current forces are in equilibrium what graphical conditions are fulfilled? 

107. In Fig. 36 show by a free-hand sketch how the resultant of the 
three forces acting on the piece can be determined in direction, magnitude 
and located in relation to the piece. 

108. In' Fig. 37 show by a free-hand sketch how the reactions due to the 
three parallel forces acting on the beam can be determined. 

X09. In Fig. 38 a truss is acted on by wind forces. Both ends of the 
truss are fixed. Show how the reactions can be found. 

xio. In Fig. 39 the truss is acted on by wind pressure. The right-hand 
end is on rollers while the other end is fixed. Show by a free-hand sketch 
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how the magnitude of the right reaction and the magmtode and direction 
of the left reaction can be found. 

zii. Explain how an equilibrium polygon may be, used as a bending- 
moment diagram and prove that the statement is correct. 

ZI2. Make a free-hand sketch showing by an equilibrium polygon how 
the bending can be found on the beam in Fig. 40. 




Fig. 38. 



Fig. 39. 



Fig. 40. 



i 



The equilibrium polygon may also be used in determining the stresses as 
follows: In finding truss stresses algebraically the internal and external 
moments were equated. The number of calculations can be reduced by 
using an equilibriiun polygon for the external bending moment, the single 
diagram serving for all points. . 

113. In Fig. 41 show how the stresses Aly EI and HE may be deter- 
mined by combining both graphical and algebraic methods as suggested. 

1x4. In Fig. 42 determine the dead-load stresses in members AJ, JK 
and IF, The bridge has the following dimensions: Span, 150 ft.; height, 
center to center chords, 30 ft.; uniform dead load, 2000 lbs. per ft., carried 
at lower apex points. 
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Fig. 41. 




Fig. 42. 



FEO.43. 



ZX5. Show how a bending-moment diagram may be determined graphi- 
cally to give the maximum moments on all sections of a girder for two loads, 
a constant distance a apart, moving across the girder. 

Z16. Show how a bending-moment diagram may be determined graphi- 
cally to give the maximum moments on all sections of a girder, due to a 
number of loads (use 6) , a constant distance apart, moving across the girder. 

117. Show how to construct a diagram giving the maximum shears at 
all points on a girder due to a locomotive and train load passing across it. 
Prove that the diagram gives the required results. 
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zz8. In Fig. 43 show how the maximmn stresses due to moving wheel 
bads crossing the bridge may be determined for members AH^ HI and //. 
Use a combined graphical and algebraic method. 

Stresses in Crane Frames 

Show how to determine the stresses in the following crane frames. Ex* 
plain the methods fully. 

1. Find direct stresses due to live load at maximum radius. 

2. Find direct stresses due to live load at minimum radius. 

3. Draw bending-moment diagrams for members subjected to bending. 
If necessary draw a stress diagram for position of live load producing 
maximum bending in any member. 

4. Draw stress diagram for dead load. 




Fig. 44. 



Fig. 45- 



Fig. 46. 



zi9« Make the necessary stress and moment diagrams for the frame given 
in Fig. 44. 

120. Make the necessary stress and moment diagrams for the frame given 
in Fig. 45. 

12 1. Make the necessary stress and moment diagrams for the frame given 
in Fig. 46. 




Fig. 47. 



Fig. 48. 



122. Make the necessary stress and moment diagrams for the frame 
given in Fig. 47, taking the chain or rope pull into account. 
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Z23. Make the necessary stress and moment diagrams for the frame 
given in Fig. 48, taking the chain or rope pull into accoxmt. 

124. In Fig. 48 show how to stiffen FB so that the carriage can travel 
back close to the post. Also show how channeb used for EA could be 

stiffened to reduce the - value and permit the load chain to travel back 

close to the post. 

Plate-gisder Design 

Consult Chapter XI for information concerning these problems. 

125. Assume a half dozen wheel loads and their distances apart and 
explain how the diagram of maximum bending moments would be drawn. 
Show how to include the bending due to the girder weight in this 
diagram. 

126. A girder has a span of 65 ft. Assmne that it carries a load equiva- 
lent to a uniform load of 2000 lbs. per ft. Calculate the bending at the 
center and draw the bending-moment diagram. 

Lengths of Flange Plates 

In plate girders the flange force varies from zero at the supports to a 
maximimi near the center of a girder. If the girder is of approximately 
constant depth the bending-moment diagram can represent the flange force 
by changing the scale; thus, 

M-^A XpXh 

and the flange force 

F^Axp=f; 

h being constant P varies as M. This diagram can now be used to deter- 
mine the lengths of the several plates and angles composing the flange. 

127. Assume any girder. Show how to determine the lengths of the 
several flange plates. 

Flange Riveting 

128. The diagram representing the forces acting in the girder flanges 
can be used to determine the riveting of the flange angles to the web and 
also the several flange plates together. Show how to do this. 

129. A girder spans 60 ft. Assume the depth back to back of angles as 
6 ft. The flange at the middle is composed of two 6 X 6 X f-in. angles, 
and two 15 X f-in. plates. The web is } in. thick, rivets are { in. in diameter. 
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Assume the bending^ including dead load, live load and impact, as covered 
by a uniform load on the girder of 6000 lbs. per ft. of span. By the method 
suggested in Problem 128, find the number of rivets required between the 
web and flange angles for the panel extending from 6 ft. to 12 ft. from the 
left pier. Allow 11,000 lbs. shear and 22,000 lbs. bearing on the rivets. 

Z30. Take the same data as in Problem 129, and determine the number 
of rivets in the panel extending from 24 ft. to 30 ft. from the left pier. 
Assume that the web resists bending. 

131. Explain how to construct a diagram of maximum shears for a 
locomotive and train load passing across a bridge. 

Z32. Estimate the reaction from the data given in Problem 129 (this 
includes dead load, live load and impact) and determine the shearing fiber 
stress in the web plate which is 6 ft. deep and i in. thick. 

133. Explain the object of web stiffeners. What 

— aiH>-T— 000 

railroad practice? How thick must the web be, in 
relation to the girder depth, to permit the omission 
of stiffeners? 



134. Show by means of a diagram of maximum , jl 



\ 



-^ s U- 
o <|> <|> 



shears that the maximum vertical shear at any 

point due to a uniform load occurs when the Fig. 49. 

girder is loaded from this point to the more 

remote of the two reactions. 

Instead of the method previously indicated for obtaining the rivet spacing 
between the flange and the web, the following is the method more generally 
used. In Fig. 49 

^ RXh 

'~ V * 

s = rivet pitch, inches. 
R = rivet value, pounds. 

h = distance between gauge lines of flange angles, inches. 
V ^ vertical shear, generally taken as the mean of the panel in 
which the rivets are to be spaced. 

135. Assume the same general data as given in Problem 129. Use the 
method just given and determine the rivet spacing in the lower flange for the 
section of the girder extending from 12 ft. to 18 ft. to the right of the left 
support. Assiune that the web takes shear only. Assume that h = 64!. 
Use {-in. rivets, allowing 11,000 lbs. in shear and 22,000 lbs. in bearing. 

Z36. Given |-in. web, 6 X 4 X iV^* flange angles, h — SS his. Rivet 
diameter } in., shearing stress xo,ooo lbs. per sq. in., bearing stress 20,000 
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lbs. per sq. in., vertical shear 75,000 lbs. What rivet spacing is required 
at this section? Assume that the web takes shear only. 

When concentrated loads are transferred to the web plates through the 
flange angles the resultant of the vertical and horizontal forces must be 
found and the rivet spacing determined from this resultant. These con- 
centrations are usually assiuned as distributed over a certain distance along 
the flange, say 36 ins. 

The change in the horizontal flange force per inch of flange length is 

/-f 

The vertical force per inch of flange length is 

load 



U'T:. 



distance distributed 
The resultant /r = V/i*+/i*. Rivet spacing = j. 

JT 

137. Solve Problem 139, taking into account the load of 6000 lbs. per foot 
carried from the flange angles to the web by the rivets. 

138. Given web plates I in. Angles 6x6X| in. Rivets { in. in diameter. 
Shearing stress 1 1,000 lbs. Bearing stress 22,000 lbs. Total vertical shear 
at middle of panel imder consideration 200,000 lbs. A == 69 ins. Assume 
load of 45,000 lbs. distributed over 36 ins. of upper flange. (This includes 
dead load, live load and impact.) Determine the rivet spacing. Assume 
that the web takes shear only. 

The horizontal shear between the flange and the web is reduced when the 
web is assumed as assisting in carrying the bending. The change in this 
shear transferred through the rivets depends upon the ratio 

A 
a 



where 



A — net area of flange angles and plates, 
a » gross web area 

and fr^VU+ff] 




and, as before, rivet spacing « j- • 

Jr 
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130. In Problem 138 assume that one-eighth of the web acts with the 
flange and that at this point the net flange area is 12 sq. ins., not including 
one-eighth of the web. Find the required rivet spacing. 

140. Determine the rivet spacing satisfying the following conditions: 
Vertical shear 160,000 lbs.; A = 64.75 ins. Net flange area, not including 
one-eighth of web, 20 sq. ins.; web 72 X I in. Upper flange concentration 
45,000 lbs. acting over 36 ins. Shearing stress 11,000 lbs. and bearing 
stress 22,000 lbs. per sq. in. Use rivets }-in. in diameter. 



Vxyxjji* 



■k;^ 



Fig. so. 



[/^^\| 



4= 



Fig. si. 




Fig. 52. 



X4X. A girder running over two supports is cantilevered 5 ft. beyond one 
of them and carries a concentrated load at its end, producing an average 
fiber stress in the flange angles of 15,000 lbs. per sq. in. Assume the section 
given in Fig. 50 and determine the spacing in the flange angles of the canti- 
levered portion* for }-in. rivets. Allow 10,000 lbs. per sq. in. in shear and 
double this in bearing. 

142. Fig. 51 is made up of 1-8 in. LJ 11 J lbs. per ft., area 3.35 sq. in. 
and i-i2-in. 731J lbs. per ft., area 9.26 sq. ins. The average upper flange 
stress is 8000 lbs. at the middle of a 22-ft. span, carrying a central load. 
What rivet spacing should be used in securing the channel to the beam if 
the rivets are } in., the shearing fiber stress 10,000 lbs. per sq. in. and 
the bearing stress double this? 

Z43. In Problem 142 determine the rivet spacing 4 ft. from the left 
support if the beam carries a liniform load instead of a central one? What 
is the rivet spacing at this point? 

Web Splice 

When the web is assumed as resisting bending it becomes necessary to 
rivet the splice plates so that they and the riveting shall replace the broken 
section in bending as well as in shear. See Chapter XI. 

Z44. A girder is 5 ft. deep and has a ^in, web plate; one-eighth of the 
web is assumed as acting as flange; the average flange stress acts 29 ins. from 
the neutral axis and is 12,000 lbs. per sq. in. Using two splice plates, how 



Digitized by VjOOQ IC 



404 



GRAPHICS AND STRUCTURAL DESIGN 



thick must they be made if they can be only 50 ins. deep? The fiber stress 
in the splice plates is to equal that in the web plate at the same distance 
from the neutral axis of the girder. 

145. Assume the data the same as that given in Problem 144 and Fig. 52. 
How many vertical rows of rivets will be required to make the web splice 
properly carry its portion of the moment? AUow 10,000 lbs. per sq. in. in 
shear and 20,000 lbs. in bearing. 

146. A girder 6 ft. deep has a |-in. web plate which is to be spliced at the 
middle. How thick must each of two splice plates be if they can be made 
only 58! ins. deep? The fiber stress at the backs of the angles is 12,000 lbs. 
and the fiber stress in the splice plates is to equal the fiber stress in the cor- 
responding position in the web plates. 

147. Take the girder in Problem 146 and Fig. 53. How many rows of 
rivets will be required, allowing 12,000 lbs. per sq. in. shear and 24,000 lbs. 
in bearing? Design the splice to resist bending. Use }-in. diameter 
rivets. 




,\ '- * 



i a ri 5 A I itt -^ 



Fig. 53. 



Fig. 54. 



Fig. 55. 



148. Assume that a girder 6 ft. deep and 6o-ft. span carries a movmg 
load of 6000 lbs. per ft. Determine the maximum shear at the middle and 
design the splice plates, assuming that the web takes shear only. How 
many J-in. rivets carrying 12,000 lbs. per sq. in. shear and 24,000 lbs. per 
sq. in. bearing will be required, the web being | in. thick? Depth of splice 
plates is 58 J ins. 

149. The lateral bracing. Fig. 54, in a deck girder is placed in the plane 
of the upper flanges. Assume that the tension pieces take the load. The 
wind load is assumed as 300 lbs. per ft., to account for wind blowing on the 
train, and 30 lbs. per sq. ft. of girder. The combined load is assumed as 
actmg upon the upper flange through the rail, (i) Determine the apex 
loads and (2) make a stress diagram showing how the forces acting in the 
wind braces may be determined. Assume vertical girders 6 ft. deep. 

150. Take the data given in Problem 149 and determine the stresses in 
the bracing algebraically. 
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15Z. Assume that the lateral truss in line with the upper flanges trans- 
mits all the wind forces in this plane to the ends of the girder, and that from 
here the forces are transferred to the piers by the end bracing, Fig. 55. 
Find the reactions from Problem 149. Assume that i R goes to 2, the other 
i R through i and then to 3. Determine the forces in i, 2 and 3, and 
design them, assuming struts with fixed ends and that / = } the diagonal. 
Allow a fiber stress of 16,000 lbs. per sq. in. 

Fixed and Continuous Beams 

Fixed and continuous beams do not have much application in structural 
work; however, owing to the monolithic character of concrete work the 
bending moments are frequently taken at values between those for supported 
and fixed beams. 

152. Fig. 56 is a beam fixed at one end and supported at the other; load 
is at the middle of the span. The point of inflection is at X « 1 /. Show 
how to find the bending-moment diagram graphically. 




Fig. 57 



Fig. 58. 



153. A beam fixed at one end and supported at the other carries a imiform 
load. The reaction at the fixed end is f the load. Determine the bending 
moments graphically and locate the points of inflection. 

154. The beam in Fig. 57 carries a uniform load W lbs. per ft. over 
its length (1+ 2x), Determine graphically the value of x in terms of / 
so that the central span shall fulfill the conditions of a fixed beam, i.e., 



M = 



at the middle, and at the supports 



W7^ 
24 



M= - 



WP 



155. A fixed beam, Fig. 58, carries a central load W. The bending at 
the supports is — Af , while for the middle the bending is + JIf . (Numeri- 
cally equal but of opposite signs.) Determine graphically these moments 
and the points of inflection. 
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156. If a beam carries a uniform load and is restrained at the supports 
so that the bending at the middle is xV ^t determine graphically the bend- 
ing moment at the supports and the points of inflection. 

Reinporced-concrete Designing 

For the explanation of the theory and derivation of the formulae see 
Chapter XIV. Also consult page 193 for the nomenclature. 

157. Derive the following formulae: 

M.'^Axf.Xjd] Mc=^XkjXbXd^ 

2 



and ^ = V/?^?±?T- 

158. Design a rectangular beam to carry a load of 800 lbs. per ft. of a 

WL 

20-f t. span. Assume M = Allow /, = 16,000 lbs., /« = 500 lbs. 

10 

Take d = 20 ins. and assume ~ = 15. Determine the width and the area 

-tic 

of the reinforcing steel. 

159. What size rectangular beam and reinforcement will be required 
for a span of 16 ft. The beam ends are merely supported and the load 

is 1000 lbs. per ft. of span. Given M = -— , ^ = 15, tensile stress in 

o iLc 

steel 16,000 lbs. per. sq. in., compression in concrete 500 lbs. per sq. in. 
and the width of the beam is to be 40 per cent of its effective depth. 

160. Derive the following approximate -formulae for rectangular beams, 
the symbols having the significance given on page 193. 

M.= iXA XU Mc= ifcXbX <P. 

161. The purlins on a roof are 6 ft. center to center. How thick must a 
reinforced roof slab be made if the total Uve and dead load is 80 lbs. per 

sq. ft.? Assume -rr = 15; /c = 500; /, = 14,000 and M = -r— • 

162. A reinforced-concrete floor carrying a combined live and dead load 
of 400 lbs. per sq. ft. is placed over steel beams that are on 6-ft. centers. 

Taking |'=is, M^^, 

allowable compression in concrete 500 lbs. per sq. in., and tension in steel 
14,000 lbs. per sq. in., find depth of slab and area of reinfoicement. 
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163. A rectangular tank supported on its lower edges is 5 ft. wide, 6 ft. 

high and 13 ft. long (inside dimensions). How thick must the floor be made 

WL 
to hold the tank full of water ? Allow M = -7— • Compression in concrete 



10 
500 lbs. per sq. in.; tension in steel 14,000 lbs. per sq. in. 

I- 

Find also the area of the steel reinforcement. 

The common practice in concrete building construction is to use rein- 
forced-concrete beams rather than the steel beams. In this event, owing 
to the monolithic character of the work, part of the floor slab acts as the 
compression flange of the beam. See Chapter XIV. 

164. The T beams have a span of 20 ft., and are spaced 6 ft. center to 
center; see Fig. 59. The combined live and dead load is 250 lbs. per sq. ft. 

And the thickness 



Assuming M = 5 ie^ = 15; /c = 500; /• = 14/ 

10 jDc 

of the slab. 



,000; 



T^C^T" 




Fig. 59. 



Fig. 60. 



165. Take Problem 164; assume the slab 5 ins. thick and also thaXd = 
16 ins. for the T beam; find the width of slab required for the flange of the 
T beam and the area of the reinforcing metal. 

Note. — It is usual to limit the width of the slab assimied as flange of the 
T beam. One specification puts this limit at eight times the slab thickness 
but not exceeding one-third the T-beam span. 

Figure 60 shows a plan of a section of a floor. The following data apply 
to all these problems. 

fe = 550 lbs., /, = 14,000 lbs.. 



I- 



Live load 150 lbs. per sq. ft. of floor, dead load 60 lbs. per sq. ft. of floor. 
166. Design the slab, determining the thickness and area of metal. Take 



10 



Digitized by VjOOQ IC 



4o8 GRAPHICS AND STRUCTURAL DESIGN 

167. Assume the slab 5} ins. thick, and design the T beam. Assume d = 
19 ins. Find width of flange and area of steel. 

168. Design the girder G, assuming that it carries a T beam B, on each 
side of it, entering it centrally, and that it takes only 85 per cent of the live 
load, j.e., 150 lbs. per sq. ft., but entire dead load of 75 lbs. per sq. ft. As- 
sume the depth of the girder as d = 2 5 ins. It must be at least deep enough 
to allow its reinforcing bars to pass imder the bars in the T beams. Find 
the area of the reinforcement and the width B of the upper flange of the beam. 

Assume the bending as four-flf ths that due to a freely supported beam 

WL 
centrally loaded, i.e., M = 

169. A beam spans 20 ft. and carries 2 500 lbs. per ft. Assume that (/ = 30 
ins. and find the width and reinforcing area. Take/, = 12,000 lbs., /c = 

500 lbs., TT = 15 and Af= --— 

170. Take the data given and found for Problem 169, and find the effect 
on/« and/e of placing the steel 2 ins. above the intended position, making 
J = 28 ins. instead of 30 ins. 

171. A slab spans 10 ft. 6 ins. and carries a load of 485 lbs. per sq. ft. 

Assume M = and allow /, = 16,000 lbs., fe = 600 lbs. and tt = 15 lbs. 

12 Jbc 

Find the thickness of the slab and the spacing of f-in. diameter round rods. 

Slabs should always be reinforced in both directions, the metal at right 

angles to the main reinforcement being used to prevent the slab from 

cracking. When the slabs are designed square and reinforced in both 

directions the maximum moment may be assumed as 



172. A square slab reinforced in both directions has a side of 16 ft. and 
carries a combined live and dead load of 220 lbs. per sq. ft. Find thickness 
of slab and area of reinforcement. 

173. When reinforced-concrete beams are designed assuming that the 

WL 

bending at the center is , what is the bending at the supports? Where 

in the span is the point of zero bending and what should be the minimum 
reinforcing over the supports expressed as a percentage of the reinforcing 
at the center? 

In the problems thus far considered three points have not been taken into 
accoimt. The horizontal shear, the vertical shear and diagonal tension. 
See Chapter XIV. 
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174. Derive the foUowlng formula for the spacing of stirrups, 

0.8s XdxR 



V - (0.85 XvcXbXd) 



175. Derive the following formula for the length of rod required on ac- 
coimt of bonding, 



/ = 



2U 



176. Derive the following formula for the length of bar required to 
provide flange strength, 



Vi- 



l^L 



177. Take Problem 158 and determine the vertical reinforcements, allow- 
ing a shearing fiber stress of 12,000 lbs. per sq. in. Neglect the shearing 
strength of the concrete. Try |-in. rounds bent into U stirrups. Would 
stirrups be needed if 50 lbs. per sq. in. was allowed in shear in concrete? 
What about reinforcement at the ends? 

178 to i8i. Design a light highway bridge of reinforced concrete. Span 
32 ft. o ins., fill 15 ins., roadway 16 ft. with a 4-ft. wall on each side. 
Assume d » 5} ins. See Figs. 61 to 63. 




#%^ 






40Tons on 8 WbeeJfl 

|4 8^'e^f 

i^O'l^ — C«p width SV 



m^ 



■r+n 



im 



^_5i 



4^P4^ 



Fio. 62. 



FlO. 63. 



Z78« Determine thickness of slabs under roadway. Asstune live load 
500 lbs. per sq. ft., concrete 60 lbs. per sq. ft., fill 1 20 lbs. per sq. ft. Assume 
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compressive stress in concrete 650 lbs. per sq. in., tensile stress in sted 
16,000 lbs. per sq. in. Assume that the effect of impact is 50 per cent oi 
live-load stresses. 

M = — and ~ « 15. 
10 Ec 

Using i-in. round bars, how far apart (center to center) should they be 

WL 
spaced? Since the bending has been taken at Af = , what reinforce- 
ments should be placed over girders? 

179. Design girders d and G9, Assume dead load of concrete, fill, etc., 

as 900 lbs. per lineal ft. of 32-ft. span. Live load 125 lbs. per sq. ft. of walk 

assumed as 5 ft. o ins. wide. 

WL 
« = 1.64 corresponding to /<. = 650 lbs. M = — r- • 

o 

180. Design girders Gt and G4 on the following basis. Each ^der to 

carry one-half the car load or the front wheel of the roller and one-half the 

weight of the rear wheels, Figs. 62 and 63. Assume dead load 1350 lbs. 

WL 
per ft. Take M = --- . Add 35 per cent to live-load stresses to allow for 

o 

impact. How many i i-in. bars will be required? Assume d = 34.5, 
/, = 16,000 lbs. What width of the flange will be stressed? Make stem 
14 ins. wide. 

181. Draw diagram of maximum shears covering dead load and trolley 
load. Assume i-in. U stirrups and find the spacing at the abutment and 
at 2, 4, 6 and 8 ft. from this end, allowing 60 lbs. per sq. in. shear on the 
concrete and using the formula 

^^ 0.85 XdxR 

7- (0.85 XVcXbXd)* 

R = shearing value of one stirrup. 

182. In a given beam i = 30 ins., four ij-in. round reinforcing bars run 
parallel with the lower flange through the entire span. The maximimi 
reaction is 44,000 lbs. What is the bond stress per square inch and is this 
satisfactory if the specifications allow 60 lbs. per sq. in.? How could this 
be provided for? 

183. In a beam i = 34 ins., three i-in. bars run parallel with the 
lower flange through the entire span. The maximum reaction is 19,000 lbs. 
What is the bond stress per square inch and is this satisfactory if the speci- 
fications aUow a bond stress of 60 lbs. per sq. in.? If not satisfactory, how 
could it be provided for? 
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Reintorced-concrete Columns 

184. Allowing 600 lbs. per sq. in. on the concrete, what load can be placed 
on a column 11 ft. high, 12X12 ins. and reinforced by four i-in. bars? 
When a column's height does not exceed twelve times its least dimension 
the influence of length upon its buckling can be neglected. Assume column 
dimensions inside bars as 10 X 10 ins. 

185. Load 420,000 lbs., reinforcement i per cent, height 15 ft. What 
size square columns allowing 600 lbs. upon concrete will be required? How 
many i-in. bars will be required? What would you make the outside 
dimensions of the colimm? 

x86. Take the truss in Fig. 64, place a load L at the point indicated, 
show the necessity for the double lacing. Explain why this is usual in the 
central panels and frequently not necessary at the end panels. 




Fig. 64. 




Fig. 6s 



187. With Fig. 65, by means of force and equilibrium polygons find the 
required depth of a concrete foundation 8 ft. square, at 125 lbs. per cu. ft. 
so that the moment of the foundation about the toe A shall be. twice that 
of the crane weight and live load about the same point. At the bottom of 
the foundation make a diagram showing the distribution of pressure on the 
soil. 

x88. Take the data given and found for Problem 187 ; turn the crane until 
the load lies in the line of a diagonal of the foundation. With the resultant 
pressure upon the soil as found in Problem 187, determine the maximum and 
minimum pressure on the foundation by the method given in Chapter XVI. 

189. Take Fig. 66, and by means of a force and an equilibrium polygon 
determine the maTinnim load the locomotive crane can lift in the position 
given. Boom is 36 ft. long, and weighs 2000 lbs. Gauge of track is 4 ft. 8} 
ins. Counterweight is 15,000 lbs. acting at center line of track. Engine, 
machinery, etc., weigh 18,000 lbs., and act 12 ins. to left of center line of 
track. Boiler and base weigh 1 2,000 lbs., and act 7 ft. 6 ins. to left of center 
line of track. Cab, etc., weigh 16,000 lbs., and act at center line of track. 
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190. Designaconcretefooting, Fig. 67, to carry 200 tons from the column 
through a shoe 4 ft. square, resting on reinforced concrete. The soil can 
carry 3 tons per sq. ft. What spacing of 1-in. round bars will be required? 
Assume 

Sc = 550; St = 16,000 lbs.; — • = 15. 

-tic 




A 



]. 



Fio. 66. 



I — — ! — ^ — P« 

[■■■■■■■■■■■|n ■ Ilt-'--| ^ 

Fig. 67. 



What advantages would this type of foundation have over the usual con- 
crete pier? Consult Chapter XV. 

191. In Fig. 68 asstune sag 60 per cent of width, coal (bitimiinous) 50 
lbs. per cu. ft. Area of surcharged bin A' = 0.57 a*. Assume that the 
load on the bin varies from the sides to the middle as the intercepts between 




Fig. 68. 




the sides of a triangle. Show by means of force and equilibrium polygons 
how to find the tension in the bottom of the bin plate and also in the sides 
at the point of suspension from the side girders. 

192. A stack, Fig. 69, has outside diameter of 7 ft. and is 120 ft. hi^. 
Assume a uniform wind pressure of 30 lbs. per sq. ft. acting on it. The steel 
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weighs 30,000 lbs. and the concrete base is 20 it. square. If the concrete 
wei^^ 125 lbs. per cu. ft., how deep must the foimdation be if the resultant 
pressure falls within the kern and what is the distribution of pressure on 
the soil? 

193. The 7-f t. stack shown in Fig. 69 is 1 20 ft. high, is made of ^-in. plate 
for 30 ft. at the top, and each succeeding 30 ft. toward the foot of the stack 
is made ^ in. thicker. What is the extreme fiber stress in the net section, 
60 ft. from the top, assuming 20 per cent of the plate cut out for rivets? 
Calculate the pitch of rivets, allowing 8000 lbs. in shear and 16,000 lbs. in 
bearing and assume rivets | in. in diameter. 

194. In Fig. 69 investigate the fiber stress and rivet pitch for the seam 
80 ft. from the top. 

195. A stack is 125 ft. high. Its outside diameter is 7 ft. 6 ins. If 
12 bolts are used on a drde whose radius is 65 ins., what must their 
diameter be? Allowable tension is 12,000 lbs. per sq. in. Weight of stack 
is 30,000 lbs. 
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5- 


0.79 in. 




6. 


2.01 ins. 




7. 


3.82 ins. 




8. 


3.86 ins. 




14. 


13.5- 




15. 


390. 




16. 


1334. 




17. 


14.6. 




18. 


324.0. 




19- 


241.1. 




20. 


0.0069 d*. 




21. 


11,340.1. 




M- 


^-^•^-7 


and Mx-^ 






WL 


37. 


2 


6 ' 




„ Wx 2 


Wo^ 




Ms---- 


D 


28. jRi= — » XmM = 0578 L, 




Afmai " 0.129 1 


WL, 


30. 


jRi« 7000 lbs., 






AfxMi *' 78,000 


ft. lbs., 




Afu = 7S»a» ^t. lbs. 


32. 


Af mM = 446,490 ft. lbs., 




3^18 = 443»6oo ft. lbs. 


M- 


iS-in. I at 45 lbs. 




35. 


15-in. I at so lbs. 




36. 


-required 217.4 

c 

beams at 6$ lbs 


use two 20 


37. 


15-in. I at 42 lbs. 




38. 


15-in. I at 42 lbs. 




39< 


20-in. I at 65 lbs. 




40. 


- = 126.9. 20-in 


. I at 75 lbs. 






43. 21,000 lbs. 

44. Load 1460 lbs., deflection 0.161 in. 



45- 



46. 
47. 
48. 
49- 
50. 
SI. 
53- 
54- 
55- 
58. 
59. 
60. 
6z. 
63. 



66. 

67. 
68. 

69. 
70. 

71. 
72. 
73- 
74. 
75. 
76. 

77. 
78. 
79. 
80. 



Load 19,200 lbs., fiber stress in fixed 
beam 10,670 lbs. per sq. in., de- 
flection in supported beam 0.534 
in., deflection in fixed beam 0.107 
ins. 

2} ins. diam. 

15,500 lbs. 

4.92 ins. back to back, r » 3.10. 

fo- i.9i,n- 1.73. 

fo = i.oo, n = 2.53. 

r =2.0, r = 2.5. 

6150, 7600 and 6550 lbs. 

11,400, 10,600 and 11,750 lbs. 

203,000 lbs. 

34,880 lbs. 

64,400 lbs. 

66,300 lbs. 

C — 16,740 lbs.; P » 19,100 lbs. 

One i2-in. channel at 20} lbs. hori- 
ssontally and on top of one 20-in. 
I beam at 65 lbs. placed verti- 
cally. Lateral stress 5700 lbs. 
per sq. in. 

59-4 ins. 

5760 lbs. 

6400 lbs. 

16 ft. 8 ins. 

4740 lbs.; A » 0.486 in. 

1420 lbs. 

10,940 lbs. 

8125 lbs. 

8450 lbs. compression. 

11,660 lbs. compression. 

7 rivets. 

12 rivets. 

10 rivets. 

81,000 lbs. 

5 7,600 lbs. 



414 
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82. 52,500 lbs. 

83. 21.8 sq. ins. 

84. 24.9 sq. ins. 
85* 21.7 sq. ins. 

86. Top flange two 4 X 4 X i-in. angles, 

and one plate 22 X ^in., 
lower flange two 4X4 X|-in. 
angles and one plate 22 X ^ui. 
angles. 

87. 10,990 in. lbs. I and 916 lbs. 

88. 13^00 in. lbs. and 1117 lbs. 

89. The twisting moment of a round 

shaft may be 1.2 times that on a 
square shaft of the same weight 
per foot. 
^ pd^N , 
32,130' 

2I.3^ 

2AlnS. 

2 1 ins. 

GC =« 37,600 lbs. comp., AG — 

33,600 lbs. tension. 
GH =« 4300 lbs. comp.,Z>J7 ■■ 35,460 

lbs. comp. 
HI — 4800 lbs. tension and AI ^ 

28,800 lbs. tension. 
FL =» 31,180 lbs. comp. and LM = 

14,400 lbs. tension. 
BP « 154,660 lbs. oomp., FA ■■ 

109,375 lbs. tension. 
FG «B 110,470 lbs. tension, GC » 

187,500 lbs. compression. 
GH «= 31,250 lbs. comp., — HI ^ 

66,280 lbs. comp. 
AL a 187J500 lbs. comp., KE » 
166,700 lbs. tension and KL ■■ 
32,500 lbs. tension. 
x8 rivets. 



90. H.P. 

91, 
92, 
93< 
94 

95 

96 

97 



98. 



99. 



100. 



X14. 



129. 



Z30. 3, the spacing is commonly not 
aUowed to exceed 4 to 6 ins. 

135. 4-6 ins. 

136. 4.8 ins. 

137. 4.4 ins. 

138. 2.28 ins. 

139. 2.8 ms. 

140. 2.93 ins. 

141. 4.28 ins. 
14a. 14.67 ins. 
143. 9.6 ins. 
Z44. 0.27 in. 

145. 2 rows. 

146. Two plates each | in. thick. 

147. 2 rows. 

148. 6 rivets. 

149. Check by method of coefficients. 

158. b » 13.5 ins. and A = 1.34 sq. ins. 

159. J = 24 ins., b = 9.5 ins., A ■■ 

1. 14 sq. ins. 
i6z. d « 2.2 ins. and A » 0.166 sq. in. 
162. d » 4.9 ins. and il « 0.372 sq. in. 

169. 6 B 20 ins. and A « 4.8 sq. ins. 

170. fe = 555 lbs. per sq. in. and ft = 

12,800 lbs. 

171. d = 6.85 ins. Spacing = 6.77 ins. 

178. d = 4.65 ins., i-in. bars 5.5-in. 

centers. 

179. d = 38.0 ins., five — H-rn. bars. 

180. eight i}-in. bars or nine i^-in. 

0bars. 

182. 93 lbs. per sq. in. 

183. 59 lbs. pef sq. in. 

184. 66,590 lbs. 

185. 25 ins. square and eight i-in. 

bars. 
190. }-in.0 rods q>aced 4.75 ins. center 
to center. 
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Algebraic detemuoation of stresses, 52. 
Angles of repose and weights of materiab, 377. 
Arch floors, brick and tile, 320. 
Ash bins, pressures on, 290. 

Base for reinforced-KX>ncrete chimney, 270. 

Beams, design of, 76. 

Beams of uniform section, bending moments, deflections, etc, 7. 

Beams, reinforced-concrete: 

approximate formulae for, 196. 

bent bars, 217. 

bond stresses, 214. 

design of a T beam, 216. 

diagonal tension in, 213. 

forms of reinforcements, 223. 

horizontal shear in, 209. 

parabolic variation of stresses, 208. 

reinforcing rods, lengths of, 215. 

stirrup spacing in, 211. 

theory of beams with double reinforcement, 205* 
rectangular beams, 194. 
slabs, 204. 
T beams, 199. 
Beams unsupported laterally, 98. 
Bearing and shearing value of rivets, S4. 
Bed plates for plate girders for railway bridge, 159. 
Bending due to moving loads, 47. 
Bending moments on beams, 77. 

Bending moments, deflections, etc., for beams of uniform section, 7. 
Bending moments on a railway girder due to locomotive and train load, Z4Z. 
Bents, 112. 

Bent bars in T beams, 217. 
Bethlehem rolled sections, 18. 
Bins: 

coefficients of friction between materiab, 296. 

design of, 306. 

graphical determination of forces acting on, 296. 

4x7 
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Bins: 

pressure on grain bins, 289. 
shallow bins, 290. 

stresses in bins, formulae for, 29a 
Bond stresses between concrete and sted, 2x4* 
Box girder for electric overhead traveling crane, lyg. 
Bracing for sted mill buildings, 118. 
Bricks, 4. 
Bricks, fire, 4. 
Brick arch floors, 319. 
Brick chinmey, design of, 242, 
Brick floors, 316. 
Brick walls, 323. 
Buildings, foundations for, 230. 
Bunkers, suspension, 300. 

Cast iron, i. 

Cement, 191. 

Cement concrete floors, 314. 

Center of gravity, graphical determination of, 30. 

Centers of gravity of angles, 15. 

channels, 16. 
Character of stresses, 43. 
Chinmey, brick: 

design of a, 242. 

kern of a section, 238. 
Chimney, reinforced-concrete: 

base, 270. 

design of a reinforced-concrete, 259. 

reinforcements, 267. 
Chimney, steel: 

design of a, 248. 

foundation, 253. 

foundation bolts, 257. 

lining, 253. 

maximum pressure on the soil, 255. 

ring seams, 251. 

thickness of shdl, 248. 

vertical seams, 251. 
Clay tile roofing, 341. 
Clearances for cranes, 336. 
Coal bins, pressures on, 290. 
Column formulae, 90. 
Columns for sted mill buildings, 126. 
Columns, 90. 
Columns, theory of reinforced-concrete, aax. 
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Cduinns, timber, 4. 

Combined stresses, 95. 

Compression pieces, design of, 76. 

Concrete (see also Reinforced concrete). 

Concrete blocks, hollow, 325. 

Concrete retaining wall, design of, 279. 

Concrete roofing, 341. 

Concrete walls, solid, 324. 

Concrete wearing surfaces, 321. 

Concurrent and nonooncurrent forces, 2Z. 

Continuous beams, 32. 

Conveyors, girders for, loi. 

Cooper's £-60 loading, moment table for, 71. 

Coplanar and noncoplanar forces, 21. 

Corrugated bars, 224. 

Corrugated steel roofing, 337. 

Corrugated steel sides, 323. 

Couple, 21. 

Cranes: 

electric overhead traveling crane, 174. 

top-braced jib crane, 168. 

underbraced jib crane, 162. 
Crane clearances, 336. 
Crane frames (see Cranes). 

Deflection of beams, graphical determination of, 30. 
Deflection, bending moments, etc., 7. 
Design of beams, 77. 

compression pieces, 76. 
frame for top-braced jib crane, 168. 
frame for underbraced jib crane, 162. 
railway girder, 141. 
roofs, 337. 

roof truss members, 123. 
steel mill building. No. i, 118. 
steel mill building, No. 2, 130. 
tension pieces, 76. 
Determination of stresses, algebraic, 52. 

method of coefficients, 55. 
method of moments, 54. 
Diagonal tension in reinforced concrete beams, 2x2. 
Diagram of mi^Timiim live-load shears, 49. 
Dimension of angles, 14. 

Bethlehem beams, Z9. 
channels, 16. 
edged plates, 13. 



Digitized by VjOOQ IC 



420 INDEX 

Dimension of angles (oontinued). 

girder beams, 19. 

I beams, 17. 

H columns, 18. 

sheared plates, 12. 
Direction of a force, 20. 

Elastic limit of concrete, 192. 
Electric overhead traveling crane: 
design of box girder, 175. 
flange areas, 176. 
rivets, 180. 
girder with channel flanges, 182. 
girder with horizontal stiffening gilder, 184. 
stiffeners, 182. 
specifications for, 174. 
Equilibrant, 21. 
Equilibrium, 21. 

polygon, 23. 
EiqMuided metal, 222. 

Fiber stresses in underbraced jib cranes, 164. 

working, 3. 
Flange areas for girders of E.O.T. cranes, 176, 

of plate girders, 146. 
Flange plates of plate girders for railway bridges, lengths of, 148. 
Flange rivets in girder for E.O.T. crane, 180. 
Flange rivets in plate girder for railway bridge, 149* 
Flat plates, strength of, 9. 
Floors, ground: 

brick, 316. 

cement concrete, 314. 

wooden, 317. 

wooden block, 316. 
Floors, upper: 

brick arch, 319. 

concrete wearing surfaces, 321. 

hollow tile arch, 320. 

iron floors, 322. 

reinforced-concrete, 321. 

steel, 319. 

steps, 322. 

wooden, 318. 
Floor-beam reaction, maximum, 69. 
Force, 20. 
Force and equilibrium polygons, uses of, 28. 
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Force polygon, aa. 

Force triangle, 21. 

Forces acting in bins, gr^hical determination of, 296. 

Formulae for piles, 237. 

for stresses in bins, 291. 
Foundation bolts for chimneys, 257. 
Foundations for buildings, 230. 

for machinery, 225. 

piles, 235. 

pile formulae, 237. 

pressure on soil, allowable, 228. 
Foundations for chimneys, 253. 
Framing, standard, 80. 
Friction, coefficient of, between materiab, 296. 

Girders for conveyors, loi. 

Girders for E.O.T. crane, specifications for, 174. 

with channel flanges for E.O.T. cranes, 182. 

with horizontal stiffening girders for E.O.T. cranes, 184. 
Glass, 337. 

Grain bins, pressures on, 289. 
Graphic moments, 26. 
Graphics, 20. 

statics, 20. 
Graphical determination of forces acting in bins, 296. 

of stirrup spadng in reinforced-concrete beams, 21 z. 
Gravel, 191. 

Gravel and slag roofing, 341. 
Ground floors, 317. 

Hollow tile arch floors, 320. 

Horizontal shear in reinforced-concrete beams, 209. 

stiffening girders for E.O.T. crane girders, 184. 

Impact, 143. 

Inertias of geometrical sections, zo. 

angles, 14. 

channels, ^z6. 

H colmnns, z8. 

I beams, 17. 
Influence diagrams, 6z. 
Iron, cast, z. 
Iron floors, 322. 

Jib for underbraced crane, selection of, z64. 
Jib crane, underbraced, z62. 
top-braced, z68. 
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Kahn trussed bar, 224. 
Kern of a section, 238. 

Lateral bracing for plate-girda' raOway bridge, 153. 
Line of action, 20. 
Lining, chimney, 253. 

Live-load shears, diagram of maximum, 49. 
s, 56. 



Long beams imsupported laterally, 98. ' 

Machinery, foundations for, 225. ! 

Magnitude of a force, 20. 

Masonry retaining walls, design of, 379. I 

Mast of a top-braced jib crane, 173. 
Mast of an under-braced jib crane, i66. 
Materials, i. 

Maximum bending due to moving loads, 47. 
floor-beam reaction, 69. 
1^ live-load shears, diagram o(, 49. 

1^ moment due to moving loads, 61. 

y^ shear due to moving loads, 64. 

Members of frame of top-braced jib crane, 166. 

of underbraced jib crane, 170. 
Metals, physical properties of, 2. 

Method of coefficients for the determination of stresses, 55. \ 

moments, determination of stresses by, 54. I 

Mixing concrete, 191. 
Moment of a couple, 21. 

table for Cooper's £-60 loading, 71. 
Moving loads carried under trusses, 37. 

maximum bending due to, 47. 

Physical properties of concrete, 191. 

metals, 2. 
Pile formulae, 237. 
Piles, 235. 
Plate girder for railway bridge: 

bed plates, 159. 

flange rivets, 149. 

flange plates, lengths of, 148. 

rivet spacing in flange angles, 15 x. 

stiffening angles, 148. 

web splice, 154. 

wind bracing, 153. 
Plate girders: 

dead-load shear, 146. 

maximum end shear, 144. 
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Plate-girder railway bridge, X4Z. 
Plates, strength of flat, 9. 

dimensions of edged, 9. 
of sheared, 9. 
Point of appUcation of a force, 20. 
Pressures on retaining walls, 273. 
soils, allowable, 228. 
soil under chimney, maximum, 255. 
Properties of concrete, physical, 192. 
metab, 2. 
sections, 10. 
Properties of timber, 3. 

table of, 5. 
Purlins, 126. 

Railway girder, design of, 141. . 

girders, impact allowance for, 143. 
Ransome twisted bars, 224. 
Rectangular beams, theory of, 194. 
Reinforcing frame, 224. 

rods, lengths of, 215. 
Reinforced concrete: 

approximate formulae for rectangular beams, 196. 

bond stresses, 214. 

cement for, 191. 

columns, 221. 

design of T beams, 216. 

diagonal tension, 213. 

elastic limit, 192. 

forms of reinforcements, 223. 

gravel, 191. 

horizontal shear in beams, 209. 

mixing, 191. 

parabolic variation of stress, 208. 

physical properties, 191. 

reinforcing rods, lengths of, 2x5. 

sand, 191. 

stone, 191. 

stirrup spading in beams, 211. 

theory of beams with double reinforcement, 205. 
rectangular beams, 194. 
slabs, 204. 
T beams, 199. 
Reinforcedrconcrete chimney, 259. 

retaining waJls, 280. 
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Rdnforced-ooncrete walls, 325. 
Reinforcements, fonns of, aaa. 
Resistances of sections, 10. 
Resultant, 21. 
Retaining walls: 

design of a masoniy, 279. 

reinforced-concrete, 280. 

distribution of pressure on, 275. 

graphical determination of the pressures on, 274. 

pressures on, 273. 

weights and angles of repose of materials in fills, 277. 
Ring seams of steel chinmeys, 251. 
Rivet spacing in flange angles, 151. 
Rivet values in shear and bearing, table of, 84. 
Riveting, 81. 
Riveting, rules for, 88. 
Roofs, types of, 121. 
Roof coverings: 

clay tile, 341. 

concrete, 341. 

corrugated steel, 337. 

slag or gravel, 341. 

slate, 340. 

Sand, 191. 

Sections, inertias, resistances, etc, 10 

properties of, 10. 
Shallow bins, pressures on, 290. 
Shear and bearing values of rivets, 84. 
Shear in reinforced-concrete beams, horizontal, 209. 
Shell thickness of steel chimney, 248. 
Shop floors (see Floors). 
Slag or gravd roofing, 341. 
Slate roofing, 340. 
Soil, allowable pressure on, 228. 
Specifications for girders of an E.O.T. crane, 174. 
Splice for plate-girder of railway bridge, web, 154. 
Standard framing, 79. 
Steel castings, 2. 
Steel floors, 319. 
Steel mill buildings: 

design of Problem i, 118. 

design of Problem 2, 130. 
Steps, 322. 
Stiffeners for girders for E.O.T. crane, 182. 
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Stiffeners for plate girders of raflway bridge, 148. 
Stiffening sted mill buildings, 118. 
Stirrup spacing in reinforced-ooncrete beams, an. 
Stone, 191. 

walls, 324. 
Strength of flat plates, 9. 
Stresses: 

algebraic determination of, 52. 

character of, 43. 
Stresses in concrete, unit working, zga. 

structiures, 35. 
Structural material, 11. 
Structures, stresses in, 35. 

T beams: 

bent bars, 217. 

design of a, 216. 

web reinforcements, 218. 
Tension pieces, design of, 76. 
Tension or compression in a member, 36. 
Thatcher bar, 224. 
Theory of colunms, 221. 
Tile arch floors, 320. 
Timber columns, 4. 
Timber, properties of, 3. 

table of properties of, 5. 
Top-braced jib crane: 

design of frame, 168. 

mast, 173. 

selection of members, 170. 
Towers, 112. 

Traveling crane (see Electric overhead traveling crane), 174. 
Triangular mesh steel reinforcement, 224. 
Truss, determination of the stresses using moment table, 74. 
Trusses, no. 
Trusses carrying moving loads under them, 37. 

wind loads on, 39. 
Twisted bars, Ransome, 224. 

Underbraced jib crane: 

design of frame, 162. 

fiber stresses in, 164. 

mast, 166. 

members of frame, 166. 

selection of jib, 164. 
Unit working stresses for concrete, 192. 
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Vertical seams of a sted dbhaney^ asx* 
shear in beams, 77. 

Walls: 
brick, 323. 
corrugated steel, 333. 

glass, 337. 

hollow concrete blocks, 325. 

reinforced-concrete, 325. 

solid concrete, 324. 

stone, 324. 

wooden, 323. 
Wearing surfaces, 321. 
Web reinforcements in T beams, 209. 
Web q;>lice for plate girders of railway bridge, i54« 
Weights and angles of repose of materials, 277. 
Wind bracing for girders carrying conveyors, 107. 
plate-girder railway bridge, 153. 
steel mill building, 128. 
Wind load on trusses, 39. 
Wooden block floors, 316. 
Wooden floors, 318. 

walls or sides, 323. 
Working fiber stresses, 3. 
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Atkinson — Orientation of Buildings or Planning for Sunlight 8vo, *2 00 

Baldwin — Steam Heating for Buildings 12mo. 2 50 

Bbrg— Buildings and Structures of American Railroads 4to. 5 00 
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Skeleton Construction in Buildings 8vo, 3 00 
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Frbitac — Architectural Engineering 8vo, 3 50 

Fire Prevention and Fire Protection 16mo. mor., *4 00 

Fireproofing of Steel Buildings 8vo, 2 50 

Gerhard — Guide to Sanitary Inspections 12mo. 1 50 

Modern Baths and Bath Houses 8vo, "*3 00 

Sanitation of Public Buildings 12mo. 1 50 

Theatre Fires and Panics 12mo. 1 50 

The Water Supply, Sewerage and Plumbing of Modem City Buildings, 

8vo. ^4 00 

Grbbnb — Elements of Heating and Ventilation 8vo, ^2 50 
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and Greenberg — Architectural Drafting oblong quarto. «*1 50 

Johnson — Statics by Algebraic and Graphic Methods 8vo. 2 00 

Kellaway — How to Lay Out Suburban Home Grounds 8vo. 2 00 

Kidder — Architects' and Builders' Pocket-book 16mo. mor.. 5 00 

Merrill — Stones for Building and Decoration. 8vo. 5 00 

MoNCKTON — Stair-building 4to. 4 00 

Patton — Practical Treatise on Foundations 8vo. 5 00 

Pbabody — Naval Architecture 8vo, 7 50 

RiCB — Concrete-block Manufacture 8vo, 2 00 

RiCHBY — Handbook for Superintendents of Construction 16mo, mor., 4 00 

Building Foreman's Pocket Book and Ready Reference.. . .16mo. mor., 6 00 
Building Mechanics' Ready Reference Series: * 

Carpenters' and Woodworkers' Edition 16mo, mor., *1 50 

Cement Workers' and Plasterers' Edition 16mo, mor., *1 50 

Plumbers', Steam-Fitters', and Tinners' Edition 16mo, mor., *1 50 

Stone- and Brick-masons* Edition 16mo, mor., *1 50 

RiBS — Building Stones and Clay Products 8vo. ♦S 00 

Sabin — House Painting (Glazing, Paper Hanging and Whitewashing) . 12mo, 1 00 

Siebebt and Biggin — Modem Stone-cutting and Masonry 8vo, 1 50 

Snow — Principal Species of Wood 8vo, 3 50 
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Wilson — Air Conditioning 12mo, $1 50 

WoRCBSTBR and Atkinson — Small Hospitals. Establishment and Mainte- 
nance. Suggestions for Hospital Architecture, with Plans for a Small 
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ASSAYING. 

Bbtts — Lead Refining by Electrolysis 8vo, 4 00 

Fletcher — Practical Instructions in Quantitative Assaying with the Blow- 
pipe 16mo, mor., 1 50 

PuRMAN and Pardoe — Manual of Practical Assaying 8vo, 3 00 

Lodge — Notes on Assaying and Metallurgical Laboratory Experiments . 8vo, 3 00 

Low — Technical Methods of Ore Analysis 8vo, 3 00 

Miller — Cyanide Process 12mo, 1 00 
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RiCKBTTS and Miller — Notes on Assaying 8vo, 3 00 
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Seamon — Manual for Assayers and Chemists Small 8vo. *2 50 

Ulkb — Modem Electrolytic Copper Refining 8vo, 3 00 
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Crandall — Text-book on Geodesy and Least Squares 8vo, 3 00 

DooLiTTLE — Treatise on Practical Astronomy 8vo, 4 00 
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MiCHiB and Harlow — Practical Astronomy 8vo, *3 00 
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Lunge — Techno-chemical Analysis. (Cohn.) 12mo, 

McKay and Larsbn — Principles and Practice of Butter-making 8vo. 
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Elementary Lessons in Heat 8vo, * I 50 
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Text -book on Practical Astronomy Svo, *2 00 

Howe— Retaining Walls for Earth 12mo, 1 25 





Digitized by VjOOQ IC 
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Plane Surveying 16mo, mor., 3 OO 

Venable — Garbage Crematories in America Svo, 2 00 

Methods and Devices for Bacterial Treatment of Sewage Svo, 3 00 

Wait — Engineering and Architectural Jurisprudence .Svo, • 6 00 

Sheep. 6 50 

Law of Contracts Svo, 3 00 

Law of Operations Preliminary to Construction in Engineering and 

Architecture Svo, 5 00 

Sheep, 5 50 

Warren — Stereotomy — Problems in Stone-cutting Svo, 2 50 

Waterbury — Vest- Pocket Hand-book of Mathematics for Engineers. 

2| X5i inches, mor., *! 00 

Enlarged Edition, Including Tables mor., *1 50 

Webb — Problems in the Use and Adju.stment of Engineering Instruments. 

16mo, mor., 1 20 
Wilson — Topographic, Trigonometric and Geodetic Surveying Svo, 3 55 



BRIDGES AND ROOFS. 

Bishop — Drafting Forms. Loose Leaf Sheets, each *0 02 

Structural Details of Hip and Valley Rafters Oblong large Svo. *1 75 

Structural Drafting (/n Press.) 

Poller — Practical Treatise on the Construction of Iron Highway Bridges 

Svo, 2 00 

Thames River Bridge Oblong paper. ^5 00 

Burr — Suspension Bridges (Ready, Pall 1913) 

and Falk — Design and Construction of Metallic Bridges Svo, 5 00 

Influence Lines for Bridge and Roof Computations Svo, 3 00 

Du Bois — Mechanics of Engineering. Vol. II Small 4to. 10 00 

Foster — Treatise on Wooden Trestle Bridges. Fourth Edition 4to. *5 OO 

Fowler — Ordinary Foundations Svo. 3 50 

Greene — Arches in Wood, Iron, and Stone Svo, 2 50 

Bridge Trusses Svo. 2 50 

Roof Trusses Svo, 1 25 

Grimm — Secondary Stresses in Bridge Trusses Svo, 2 50 

Heller — Stresses in Structures and the Accompanying Deformations. 

Svo. 3 00 

Howe — Design of Simple Roof -trusses in Wood and Steel Svo. 2 00 

Symmetrical Masonry Arches Svo, 2 50 

Treatise on Arches Svo. 4 00 
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Hudson — Deflections and Statically Indeterminate Stresses Small 4to,*|3 60 

Plate Girder Design 8vo, ♦l 50 

Jacoby — Structural Details, or Elements of Design in Heavy Framing, 

8vo. ^2 2S 
Johnson, Bryan and Turnbaurb — Theory and Practice in the Designing of 
Modem Framed Structures. New Edition. 

Part I. Stresses in Simple Structures : 8vo, *3 00 

Part II. Statically Indeterminate Structures and Secondary Stresses 

8vo, ^4 00 
Mbrriman and Jacoby — Text-book on Roofs and Bridges: 

Part I. Stresses in Simple Trusses 8vo. 2 50 

Part II. Graphic Statics 8vo, 2 50 

Part III. Bridge Design 8vo, 2 50 

Part IV. Higher Structures 8vo, 2 50 

RiCKBR — Design and Construction of Roofs 8vo, 5 00 

Sondbricker — Graphic Statics, with Applications to Trusses, Beams, and 

Arches 8vo, ^2 00 

Waddell — De Pontibus, Pocket-book for Bridge Engineers. . . . 16mo. mor., 2 00 
Specificatioos for Steel Bridges 12mo, *0 50 



HYDRAULICS. 

Barnes — Ice Formation 8to, 3 00 

Baxin — Experiments upon the Contraction of the Liqtiid Vein Issuing from 

an Orifice. (Trautwine.) 8vo, 2 00 

BovEY — Treatise on Hydraulics 8vo, 5 00 

Church — Diagrams of Mean Velocity of Water in Open Channels. 

Oblong 4to. paper, I 50 

Hydraulic Motors 8vo, 2 00 

Mechanics of Fluids (Being Part IV of Mechanics of Engineering) . .8vo, 3 00 

Coffin — Graphical Solution of Hydraulic Problems 16mo, mor.. 2 50 

Flather — Dynamometers, and the Measurement of Power 12mo, 3 00 

FoLWELL — Water-supply Engineering 8vo, 4 00 

Frizell — Water-power : 8vo, 5 00 

FuBRTES — Water and Public Health 12mo. 1 50 

Fuller — Domestic Water Supplies for the Farm 8vo, ♦l 50 

Ganguillet and Kutter — General Formula fol- the Uniform Flow of Water 

in Rivers and Other Channels. (Hering and Trautwine.).. .8vo. 4 00 
Hazen — Clean Water and How to Get It Small 8vo, 1 50 

Filtration of Public Water-supplies 8vo. 3 00 

Hazblhurst — Towers and Tanks for Water-works 8vo, 2 50 

Herschel — 115 Experiments on the Carrying Capacity of Large, Riveted, 

Metal Conduits 8vo, 2 00 

HoYT and Grover — River Discharge 8vo, 2 00 

Hubbard and Kiersted — Water-works Management and Maintenance, 8vo. 4 00 
Lyndon — Development and Electrical Distribution of Water Power.. 8vo, *3 00 
Mason — Water-supply. (Considered Principally from a Sanitary Stand- 
point.) 8vo, 4 00 

Mbrriman — Elements of Hydraulics 12mo, ♦l 00 

Treatise on Hydraulics. 9th Edition. Rewritten 8vo. ^4 00 

Molitor — Hydraulics of Rivers, Weirs and Sluices 8vo, *2 00 

Morrison and Brodie — High Masonry Dam Design 8vo, ♦l 60 

Rector — Underground Waters for Commercial Purposes 12mo, *1 OO 

Schuyler — Reservoirs for Irrigation, Water-power, and Domestic Water 

supply. Second Edition. Revised and Enlarged Large 8vo, 6 00 

Thomas and Watt — Improvement of Rivers. Second Edition, 2 Vols. 

4to. ♦? 50 

Turnbaurb and Russell — Public Water-supplies 8vo, 5 00 

Wegmann — Design and Construction of Dams. 6th Ed., enlarged 4to. ♦O 00 

Water Supply of the City of New York from 1658 to 1895 4to. 10 00 

Whipple— Value of Pure Water Small 8vo. 1 00 

White — Catskill Water Supply of New York City 8vo. ♦e 00 

Williams and Hazen — Hydraulic Tables 8vo, 1 50 

Wilson — Irrigation Engineering 8vo, 4 00 

Wood — Turbines 8vo, 2 50 
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MATERIALS OF ENGINEERING. 

Bakbr — Roads and Pavements 8vo, |5 00 

Treatise on Masonry Construction 8vo, 5 00 

Black— United States Public Works Oblong 4to, 6 00 

Blanchard and Drowns — Highway Engineering, as Presented - at the 

Second International Road Congress. Brussels. I9I0. .' 8vo, *2 00 

Text-book on Highway Engineering Svo, *4 50 

Bottler — German and American Varnish Making. (Sarin.) . . . Small Svo, *3 60 

Burr — Elasticity and Resistance of the Materials of Engineering Svo, 7 60 

Byrne — Highway Construction Svo. 6 00 

Inst)ection of the Materials and Workmanship Employed in Construction. 

• I6mo. 3 00 
Church — Mechanics of Engineering Svo, 6 00 

Mechanics of Solids (Being Parts I. II, III of Mechanics of Engineer- 
ing) Svo, 4 60 

Mechanics of Fluids (Being Part IV of Mechanics of Engineering) . Svo. 3 00 
Du Bois — Mechanics of Engineering: 

Vol. I. Kinematics. Statics, Kinetics Small 4to, 7 60 

Vol. II. The Stresses in Framed Structures. Strength of Materials and 

Theory of Flexures Small 4to, 10 00 

Eckel — Building Stones and Clays Svo, *3 00 

Cements. Limes, and Plasters Svo, *6 00 

Fowler — Ordinary Foundations Svo, 3 60 

Fuller and Johnston — Applied Mechanics: 

Vol. I. Theory of Statics and Kinetics (Ready, Fall 1913) 

Vol. II. Strength of Materials (/n Preparation.) 

Greene — Structural Mechanics Svo, *2 50 

HoLLEY — Analysis of Paint and Varnish Products Small Svo. *2 60 

Lead and Zinc Pigments Small Svo. *3 00 

Hubbard — Dust Preventives and Road Binders Svo. *3 00 

Johnson — Materials of Construction Large Svo. 6 00 

Keep — Cast Iron Svo. 2 50 

King — Elements of the Mechanics of Materials and of Power of Transmis- 
sion ^ Svo, 

Lanza — Applied Mechanics Svo, 

Lowe — Paints for Steel Structures 12mo. 

Maire — Modern Pigments and their Vehicles 12mo. 

Maurbr — Technical Mechanics Svo. 

Merrill — Stones for Building and Decoration Svo, 

Mbrriman — Mechanics of Materials Svo, 

Strength of Materials 12mo, 

Metcalf — Steel. A Manual for Steel-users 12mo. 

Mills — Materials for Construction {In Press.) 

Morrison — Highway Engineering Svo, 

MuRDOCK — Strength of Materials 12mo. 

Patton — Practical Treatise on Foundations Svo, 

Rice — Concrete Block Manufacture Svo, 

Richardson — Modern Asphalt Pavement Svo. 

RiCHRY — Building Foreman's Pocket Book and Ready Reference ! 16mo.mor., 

Cement Workers' and Plasterers' Edition (Building Mechanics' Ready 

Reference Series) ^. 16mo, mor., *1 60 

Handbook for Superintendents of Construction 16mo, mor,. 4 00 

Stone and Brick Masons' Edition (Building Mechanics' Ready Reference . 

Series) 16mo. mor.. *1 50 

RiES — Building Stones and Clay Products Svo. *3 00 

Clays: Their Occurrence, Properties, and Uses Svo, *6 00 

and Leighton — History of the Clay-working Industry of the United 

States Svo, *2 50 

and Watson — Engineering Geology (In Press.) 

Sarin — Industrial and Artistic Technology of Paint and Varnish Svo. 3 00 

Smith — Strength of Material 12mo. *1 2r> 

Snow — Principal Species of Wood Svo, 3 50 

Spalding — Hydraulic Cement 12mo. 2 00 

Text-book on Road and Pavements 12mo. *2 00 
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Taylor and Thompson — Concrete Costs Small 8vo,*$5 00 

Extracts on Reinforced Concrete Desi^ 8vo, *2 00 

Treatise on Concrete. Plain and Reinforced 8vo, 5 00 

Thurston — Materials of Engineering. In Three Parts 8vo, 8 00 

Part I. Non-metallic Materials of Engineering and Metallurgy. . .8vo, 2 00 

Part II. Iron and Steel 8vo. 3 50 

Part III. A Treatise on Brasses, Bronzes, and Other Alloys and their 

Constituents 8vo, 2 50 

TlLLSON — Street Pavements and Paving Materials 8vo. *4 00 

TuRNEAURE and Maurer — Principles of Reinforced Concrete Construction. 

8vo, 3 50 

Waterbury — Cement Laboratory Manual 12mo, 1 00 

Laboratory Manual for Testing Materials of Construction 12mo, *1 50 

Wood (De V.) Treatise on the Resistance of Materials, and an Appendix on 

the Preservation of Timber Svo. 2 00 

(M. P.) — Rustless Coatings: Corrosidn and Electrolysis of Iron and 

Steel Svo. 4 00 

RAILWAY ENGINEERING. 

Berg — Buildings and Structures of American Railroads 4to. 5 00 

Brooks — Handbook of Street Railroad Location 16mo. mor., 1 50 

Burt — Railway Station Service 12mo. *2 00 

Butts — Civil Engineer's Pield-booic lOrao. mor., 2 50 

Crandall — Railway and Other Earthwork Tables Svo, 1 50 

and Barnes — Railroad Surveying 16mo, mor.. 2 OJ 

Crockett — Methods for Earthwork Computations 8vo. *1 50 

DREDGE^History of the Pennsylvania Railroad. (1879) Paper, 5 00 

Fish — Earthwork Haul and Overhaul 8vo, *1 50 

Fisher — Table of Cubic Yards Cardboard, 25 

Gilbert, Wightman and Saunders — Subways and Tunnels of New York. 

Svo. ^4 00 
Godwin — Railroad Engineers' Field-book and Explorers' Guide. .lOmo, mor., 2 50 
Hudson — Tables for Calculating the Cubic Contents of Excavations and 

Embankments Svo, 1 00 

XvBS and Hilts — Problems in Surveying, Railroad Surveying and Geodesy. 

lOmo. mor., 1 50 

Molitor and Beard — Manual for Resident Engineers 16mo. 1 00 

Nagle — Field Manual for Railroad Engineers 16mo, mor., 3 00 

Orrock — Railroad Structures and Estimates Svo, ♦S 00 

Philbrick — Field Manual for Engineers Idmo, mor., 3 00 

Raymond — Elements of Railroad Engineering Svo, 3 50 

Railroad Engineer's Field Book (/n Preparation.) 

Railroad Field Geometry Idmo, mor., 2 00 

Roberts — Track Formula and Tables 16mo, mor., 3 00 

Searles — Field Engineering 16mo. mor., 3 00 

Railroad Spiral 16mo. mor., 1 50 

Taylor — Prismoidal Formula and Earthwork Svo, 1 50 

Webb — Economics of Railroad Construction Small Svo, 2 50 

Railroad Construction 16mo, mor., 5 00 

Wellington — Economic Theory of the Location of Railways.. . .Small Svo, 5 00 
Wilson — Elements of Railroad-Track and Construction 12mOt 2 00 



DRAWING. 

Barr and Wood — Kinematics of Machinery 8vo, 2 50 

Bartlett — Mechanical Drawing. Third Edition Svo, *3 00 

Abrid..?ment of the Second Edition.. . .Svo. *1 50 

and Johnson — Engineering Descriptive Geometry 8vo, *1 50 

Bishop — Drafting Forms. Loose Leaf Sheets, each *0 02 

Structural Details of Hip and Valley Rafters Oblong larj»e Svo, *I 75 

Structural'Drafting (In Press.) 

Blessing and Darling — Descriptive Geometry 8vo. *1 50 

Elements of Drawing Svo, *1 50 
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COOLIDCE — Manual of Drawing 8vo. paper, II CO 

and Freeman — Elements of General Drafting for Mechanical Engineers 

Oblong 4to. 2 CO 

DuRLBY — Kinematics of Machines 8vo, 4 00 

Emch— Introduction to Projective Geometry and its Application 8vo, 2 50 

French and Ives — Stereotomy Rvo. 2 60 

Hess — Graphics and Struc. ural Design 8vo, *3 00 

Hill — Text-book on Shades and Shadows, and Perspective ovo, 2 00 

Howe — Agricultural Drafting oblong quarto. *1 25 

Reference and Problem Sheets to accompany Agricultural Drafting. 

each. *0 02 

Howe-Greenbbrg — Architectural Drafting Oblong 4to, *1 60 

James and Mackenzie — Working Drawings of Machinery. (Ready Fall, 1913.) 

Jamison — Advanced Mechanical Drawing 8vo, 2 00 

Elements of Mechanical Drawing 8vo, 2 50 

Jones — Machine Design: 

Part I. Kinematics of Machinery 8vo, 1 50 

Part II. Form, Strength; and Proportions of Parts 8vo, 3 00 

Kimball and Barr — Machine Design 8vo. *3 6o 

M ACCORD— Elements of Descriptive Geometry 8vo, 3 00 

Kinematics; or. Practical Mechanism 8vo. 5 00 

Mechanical Drawing 4to, 4 00 

Velocity Diagrams 8vo, 1 50 

McLeod — Descriptive Geometry Small 8vo, 1 50 

Mahan — Descriptive Geometry and Stone-cutting 8vo, *1 50 

Industrial Drawing. (Thompson.) 8vo, 3 50 

MovEX — Descriptive Geometry 8vo, 2 00 

Reed — Topographical Drawing and Sketching 4to. 5 00 

Reid — Mechanical Drawing. (Elementary and Advanced.) 8vo. *2 00 

Text-book of Mechanical Drawing and Elementary Machine Design , 8vo. 3 00 

Rodinson — Principles of Mechanism 8vo, 3 00 

Schwamb and Merrill — Elements of Mechanism 8vo. 3 00 

Smith (A. W.) and Marx — Machine Design 8vo, 3 00 

(R. S.) — Manual of Topographical Drawing. (McMillan.) 8vo, 2 50 

TiTswoRTH — Elements of Mechanical Drawing Oblong large 8vo. *1 25 

Tracy and North — Descriptive Geometry (In Prfss.) 

Warren — Elements of Descriptive Geometry, Shadows, and Perspective.Svo, 3 50 

Elements of Machine Construction and Drawing 8vo, 7 50 

Elements of Plane and Solid Free-hand Geometrical Drawing.. . . 12mo, 1 00 

General Problems of Shades and Shadows 8vo, 3 00 

Manual of Elementary Problems in the Linear Perspective of Forms and 

Shadows 12mo, 1 (XI 

Manual of Elementary Projection Drawing 12mo, 1 50 

Plane Problems in Elementary Geometry 12mo, 1 25 

Weisbach — Kinematics and Power of Transmission. (Herrmann and 

Klein.) 8vo, 5 00 

Wilson (H. M.) — Topographic, Trigonometric and Geodetic Surveying . 8vo, 3 50 

(V. T.) Descriptive Geometry 8vo, *1 50 

Free-hand Lettering 8vo. 1 00 

Free-hand Perspective 8vo, 2 50 

WooLF — Elementary Course in Descriptive Geometry Large 8vo, 3 00 



ELECTRICITY AND PHYSICS. 

Abegg — Theory of Electrolytic Dissociation, (von Ende.) 12mo, *! 25 

Anthony and Ball — Lecture-notes on the Theory of Electrical Measure- 
ments 12mo. 1 00 

and Brackett — Text-book of Physics. (Magie.) Small 8vo. 3 00 

Bi:njamin — History of Electricity 8vo, 3 00 

Bstts — Lead Refining and Electrolysis 8vo, 4 00 

Burgess and Le Chatelier — Measurement of High Temperatures. Third 

Edition 8vo, *4 00 

Calherwood — Wiring Exercises (Loose Leaf Lab. Manual). (/n Preparation.) 

Classen — Quantitative Analysis by Electrolysis. (Hall) 8vo, *2 50 
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Collins — Manual of Wireless Telegraphy and Telephony 12mo.*|l 50 

Crehorb and Squibr — Polariring Photo-chronograph 8vo. 

Dannebl — Electrochemistry. (Merriam.) 12mo, 

Dawson — " Engineering " and Electric Traction Pocket-book. .16a>o. mor., 
DoLEZALEK — Theory of the Lead Accumulator (Storage Battery) f (von 

Ende.) 12mo. 

DuHEM— ^Thermodynamics and Chemistry. (Burgess.) 8vo, 

Plather — Dynamometers, and the Measurement of Power 12mo. 

Getman — Introduction to Physical Science 12mo. 

Gilbert — De Magnete. (Mottklay.) 8vo. 

Hanchbtt — Alternating Currents 12mo, 

Hering — Ready Reference Tables (Conversion Factors) 16mo. mor., 

HiGBiE — Electric Lighting and Distribution {In Preparation.) 

Hobart and Ellis — High-speed Dynamo Electric Machinery 8vo. *6 00 

Holman — Precision of Measurements 8vo, 2 00 

Telescope- Mirror-scale Method, Adjustments, and Tests. . . .Large 8vo, 75 
Hutchinson — High-Efficiency Electrical Illuminants and Illumination. 

Small 8vo, *2 50 

Jones — Electric Ignition for Combustion Motors 8vo, ♦* 00 

Karapbtoff — Elementary Electrical Testing (Loose Leaf Lab. Manual) 

4to, Paper, *0 50 

Single Exercises, each *0 02 

Experimental Electrical Engineering: 

Vol. I : 8vo, ♦S 60 

Vol. II 8vo. *2 50 

Kinzbrunnbr — Testing of Continuous-current Machines 8vo, 2 00 

Koch — Mathematics of Applied Electricity Small 8vo, *3 00 

Landaubr — Spectrum Analysis. (Tinglb.) 8vo. 3 00 

Lauffer — Electrical Injuries 16mo, *0 50 

Resuscitation, from Electric and Traumatic Shock, etc Idmo, *0 40 

In lota of 100 Copies or more ♦© 30 

LdB — Electrochemistry of Organic (Compounds. (Lorbnz.) 8vo. 3 00 

Lyndon — Development and Electrical Distribution of Water Power.. . .8vo, *3 00 
Lyons — Treatise on Electromagnetic Phenomena. Vols. I and II, 8vo. each, *6 00 

Martin — Measurement of Induction Shocks 12mo, *1 25 

MicuiB — Elements of Wave Motion Relating to Sound and Light 8vo. *4 00 

Morbcroft — Electrical Machinery. Text-book Small 8vo, *1 50 

Morgan — Physical Chemistry for Electrical Engineers 12mo, *1 50 

NoRRis — Introduction to the Study of Electrical Engineering 8vo. *2 50 

Parshall and Hobart — Electric Machine Design 4to. half mor.. *12 50 

Rragan — Locomotives: Simple, Compound, and Electric Small 8vo, 3 50 

RODENHAUSBR and Schobnawa — Electric Furnaces in the Iron and Steel 

Industry (VoM Baur.) 8vo, ^3 50 

RosBNBBRG — Electrical Engineering. (Haldanb Gbb — Kinzbrunnbr.) .8vo, *2 00 
Ryan — Design of Electrical Machinery: 

Vol. I. Direct Current Dynamos 8vo, *1 50 

Vol. II. Alternating Current Transformers 8vo,»*l 50 

Vol. III. Alternators, Synchronous Motors, and Rotary Convertcr8.8vo, *1 50 

SCHAPPBR — Laboratory Guide for Students in Physical Chemistry 12mo, 1 00 

Tillman — Elementary Lessons in Heat 8vo, *1 50 

TiMBiE — Answers to Problems in Elements of Electricity 12mo, Paper, *0 25 

Electrical Measurements, A. C. and D. C. (Loose Leaf Lab. Manual). 

4to, Paper, *0 85 

Single Exercises, each *0 02 

Elements of Electricity Small 8vo, *2 00 

Essentials of Electricity 12mo, *1 25 

Introduction to Industrial Electricity (In Preparation.) 

and HiGBiB — Alternating Currents {In Preparation.) 

Tory and Pitcher — Manual of Laboratory Physics Small 8vo. 2 00 

Ulke — Modern Electrolytic Copper Refining 8vo, 3 00 

Waters — Commercial Dynamo Design 8vo, *2 OO 

LAW. 

Brennan — Hand-book of Useful Legal Information for Business Men. 

16mo, mor., *5 00 

Davis— Elements of Law 8vo, *2 50 
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Davis — Treatise on the Military Law of United States 8vo,*l7 00 

DuoLBY — Military Law and the Procedure of Courts-martial. . .Small 8vo, *2 50 

Manual for Courts Martial 16mo. mor., 1 50 

Wait — Engineering and Architectural Jurisprudence 8vo, 6 00 

Sheep, 6 50 

Law of Contracts 8vo, 3 00 

Law of Operations Preliminary to Construction in Engineering and 

Architecture 8vo, 6 00 

Sheep. 5 50 

MATHEMATICS. 

Baker — Elliptic Functions 8vo, 1 50 

Briggs — Elements of Plane Analytic Geohietry. (B6cHBR.) 12mo, 1 00 

Buchanan — Plane and Spherical Trigonometry 8vo, *1 00 

BURNHAM — Mechanics for Machinists (In Preparation.) 

Shop Mathematics for Machinists (/n Preparation.) 

Bybrly — Harmonic Functions 8vo, 

Carmichael — Relativity 8vo. 

Chandlbr — Elements of the Infinitesimal Calculus 12mo. 

Coffin — Vector Analysis 12mo, 

CoMFTON— ^Manual of Logarithmic Computations 12mo, 

Dickson — College Algebra Small 8vo, 

Elementary Theory of Equations (/n Preparation.) 

Introduction to the Theory of Algebraic Equations Small 8vo, 

Emch — Introduction to Projective Geometry and its Application 8vo, 

FlsKE — Functions of a Complex Variable 8vo, 

Halstbd— Elementary Synthetic Geometry 8vo, 

Elements of Geometry 8vo, 

Rational Geometry 12mo. 

Synthetic Projective Geometry 8vo, 

Hancock — Lectures -on the Theory of Elliptic Functions 8vo, 

Hydb — Graasmann's Space Analysis 8vo, 

Johnson (J. B.) Three-place Logarithmic Tables: Vest-pocket size, paper, *0 15 

100 copies, *6 00 
Mounted on heavy cardboard. 8X10 inches. *0 25 

10 copies, *2 00 
(W. W.) Abridged Editions of Differential and Integral Calculus. 

Small 8vo, 1 vol., 2 50 

Curve Tracing in Cartesian Co-ordinates 12mo, 1 00 

Differential Equations 8vo, 1 00 

Elementary Treatise on Differential Calculus Small 8vo, 1 50 

Elementary Treatise on the Integral Calcultis Small 8vo, 1 50 

Theoretical Mechanics 12mo, *3 00 

Theory of Errors and the Method of Least Squares 12mo, 1 50 

Treatise on Differential Calculus Small 8vo, 3 00 

Treatise on the Integral Calculus Small 8vo, 3 00 

Treatise on Ordinary and Partial Differential Equations .... Small 8vo. 3 50 
ICarafbtoff — Engineering Applications of Higher Mathematics: 

Part I. Problems on Machine Design Small 8vo, *0 75 

Koch— Mathematics of Applied Electricity Small 8vo, *3 00 

Laplacb — Philosophical Essay on Probabilities. (Truscott and Emory.) 

12mo. 2 00 
Lb Mbssuribr — Key to Professor W. W. Johnson's Differential Equations. 

• Small 8vo. *1 75 

Ludlow — Logarithmic and Trigonometric Tables 8vo, *1 00 

and Bass — Elements of Trigonometry and Logarithmic and Other 

Tables 8vo. ^3 00 

Trigonometry and Tables published separately Each. ^2 00 

Macfarlane — Vector Analysis and Qualemions 8vo, 1 00 

McMahon — Hyperbolic Functions 8vo, 1 00 

Manning — Irrational Numbers and their Representation by Sequences and 

Series 12mo. 1 25 

Marsh — Industrial Mathematics Small 8vo, *2 00 

Technical Algebra. Part I (Ready, Fall 1913) 
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Mathematical Monographs. Edited by Mansfield Mbkriman and 

Robert S. Woodward Octavo, each, 11 00 

No. 1. History of Modern Mathematics, by David Eugene Smith. 

No. 2. Synthetic Projective Geometry, by Gborgb Bruce Halsted. 

No. 3. Determinants, by Laenas Gipford Weld. 

No. 4. Hyperbolic Functions, by James McMahon. 

No. 5. Harmonic Functions, by William E. Byerly. 

No. 6. Grassmann's Space Analysis, by Edward W. Hyde. 

No. 7. Probability and Theory of Errors, by Robert S. Woodward. 

No. 8. Vector Analysis and Quaternions, by Alexander Macfarlanb. 

No. 9. Differential Equations, by William Woolsey Johnson. 

No. 10. The Solution of Equations, by Mansfield Merriman. 

No. 11. Functions of a Complex Variable, by Thobias S. Piskb. 

Maurer — Technical Mechanics 8vo, 4 00 

Merriman — Method of Least Squares 8vo, 2 00 

Solution of Equations 8vo, 1 00 

MoRiTZ — Elements of Plane Trigonometry 8vo, *2 00 

High School Edition Small 8vo. ♦l 00 

Spherical Trigonometry (JUady, Fall 19X3) 

Rice and Johnson — Differential and Integral Calculus. 2 vols, in one. 

Small 8vo, 1 50 

Elementary Treatise on the Differential Calculus Small 8vo, 3 00 

Smith — History of Modern Mathematics 8vo, 1 00 

Veblen and Lennbs — Introduction to the Real Infinestimal Analysis of One 

Variable 8vo. ^2 00 

Waterburv — Vest Pocket Hand-book of Mathematics for Engineers. 

2} X5| inches, mor.. *1 00 

Enlarged Edition. Including Tables mor., *1 50 

Weld — Determinants 8vo, 1 OO 

Wood — Elements of Co-ordinate Geometry 8vo. 2 OO 

Woodward — Probability and Theory of Errors 8vo, 1 00 

MECHANICAL ENQINEERINQ. 

MATERIALS OF ENGINEERING, STEAM-ENGINES AND BOILERS. 

Bacon — Forge Practice 12mo, 1 50 

Baldwin — Steam Heating for Buildings 12mo. 2 50 

Barr and Wood — Kinematics of Machinery 8vo, 2 50 

Bartlett — Mechanical Drawing. Third Edition 8vo, 3 00 

Abridgment of the Second Edition.. , .8vo, ♦l 50 

Burr — Ancient and Modem Engineering and the Isthmian Canal 8vo. ♦S 50 

Carpenter — Heating and Ventilating Buildings.' 8vo, 4 00 

and Diederichs — Experimental Engineering 8vo, *6 00 

Clerk— The Gas. Petrol and Oil Engine. Vol. 1 8vo. *4 00 

and Burls — The Gas. Petrol, and Oil Engine. Vol. II 8vo, *7 50 

Compton — First Lessons in Metal Working 12mo, 1 50 

and De Groodt — Speed Lathe 12mo. 1 50 

CooLiDGE — Manual of Drawing 8vo, paper, 1 00 

and Freeman — Elements of General Drafting for Mechanical Engi- 
neers Oblong 4to, 2 50 

Cromwell — Treatise on Belts and Pulleys 12mo, 1 50 

Treatise on Toothed Gearing 12mo. 1 50 

Dingey — Machinery Pattern Making 12mo, 2 00 

Durley — Kinematics of Machines 8vo. 4 00 

Flanders — Gear-cutting Machinery Small 8vo, 3 00 

Flather — Dynamometers and the Measurement of Power 12mo, 3 00 

Rope Driving 12mo, 2 00 

Fuller and Johnston — Applied Mechanics: 

Vol. I. Theory of Statics and Kinetics {Rgady, Fall 1913) 

Vol. II. Strength of Materials {In Preparation,) 

Gill — Gas and Fuel Analysis for Engineers 12mo, 1 25 

Goss — Locomotive Sparks 8vo, 2 00 

Greene — Elements of Heating and Ventilation 8vo. *2 50 

Pumping Machinery 8vo, *4 00 
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Hering — Ready Reference Tables (Conversion Factors) 16mo. mor., 52 5^ 

HiRSHFBLD and Ulbricht — Farm Gas Engine Small 8vo, *1 60 

Gas Power Small 8vo. *! 25 

Steam Power (In Preparation.) 

HoBART and Ellis — High Spi ed Dynamo Electric Machinery 8vo. *6 00 

HuTTON — Gas Engine 8vo, 6 00 

James and MacKenztb — Working Drawings of Machinery iln Press.) 

Jamison — Advanced Mechanical Drawing 8vo, 2 00 

Elements of Mechanical Drawing 8vo, 2 50 

Jones — Gas Engine 8vo, 4 00 

Machine Design: 

Part I. Kinematics of Machinery 8vo, 1 60 

Part II. Form. Strength, and Proportions of Parts 8vo. 3 00 

Kaup — Machine Shop Practice Small 8vo, *1 25 

and Chamberlain — Text-book on Tool Making. . .(/n Preparation.) 

Kent — Mechanical Engineers' Pocket-Book Idmo, mor., *5 00 

Kerr — Power and Power Transmission 8vo, 2 00 

Kimball and Barr — Machine Design 8vo, *3 00 

King — Elements of the Mechanics of Materials and of Power of Trans- 
mission 8vo, *2 50 

Lanza — Dynamics of Machinery 8vo, *2 50 

Leonard — Machine Shop Tools and Methods 8vo, 4 00 

Levin — Modern Gas Engine and the Gas Producer 8vo, *4 00 

MacCord — Kinematics; or, Practical Mechanism 8vo, 6 -00 

Mechanical Drawing 4to. 4 00 

Velocity Diagrams 8vo, 1 50 

MacParland — Standard Reduction Factors for Gases 8vo, I 60 

MacIntirb — Mechanical Refrigeration (/n Press.) 

Mahan — Industrial Drawing. (Thompson.) 8vo, 3 60 

Mehrtens — Gas Engine Theory and Design Small 8vo, 2 50 

Mor ECROFT— Electric Machinery. Text- book Small 8vo, *1 50 

Oberg— Handbook of Small Tools Small 8vo. 2 50 

Parshall and Hobart — Electric Machine Design. . .Small 4to. half leather,*12 50 
Peele — Compressed Air Plant. Second Edition, Revised and Enlarged. 

8vo. *3 50 

Poole — Calorific Power of Fuels 8vo, 3 00 

Porter — Engineering Reminiscences, 1855 to 1882 8vo, *3 00 

Reid — Mechanical Drawing. (Elementary and Advanced.) 8vo. ^2 (X) 

Text-book of Mechanical Drawing and Elementary Machine Design . 8vo, 3 (X) 

Richards — Compressed Air 12mo, 1 50 

Robinson — Principles of Mechanism 8vo, 3 00 

Ryan — Design of Ele':trical Machinery: 

Vol. I. Direct Current Dynamos 8vo, *1 50 

Vol. II. Alternating Current Transformers &vo, *1 50 

Vol. III. Alternators, Synchronous Motors, and Rotary Converters. 

8vo. *1 50 

ScHWAMB and Merrill — Elements of Mechanism 8vo, 3 00 

Smith (O.) — Press-working of Metals 8vo, 3 00 

(A. W.) and Marx— Machine Design 8vo, 3 00 

SoREL — Carbureting and CDmbustion in Alcohol Engines. (Woodward and 

. Preston.) Small 8vo, 3 00 

Stone — Practical Testing of Gas and Gas Meters 8vo, 3 50 

THURSTONr— Animal as a Machine and Prime Motor, and the Laws of 

Energetics 12mo, 1 00 

Treatise on Friction and Lost Work in Machinery and Mill Work. .8vo, 3 00 

TiLLSON — Complete Automobile Instructor 16mo, *! 50 

TiTSWORTH — Elements of Mechanical Drawing Oblong 8vo. *1 25 

Turner and Town — Pattern MaVing (In Preparation.) 

Warren — Elements of Machine Construction and Drawing 8vo, 7 50 

Waterbury — Vest Pocket Hand-book of Mathematics for Engineers. 

2J'X5| inches, mor., *1 00 

Enlarged Edition, Including Tables mor.. *! 50 

Weisbach — Kinematics and the Power of Transmission. (Herrmann — 

Klein.) 8vo, 5 00 

Machinery of Transmission and Governors. (Herrmann — Klein.) . 8vo, 5 50 
Wood — Turbines 8vo, 2 00 
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MATERIALS OF ENGINEERING. 

BoTTLBR — GermAn ftnd American Varnish Making. (Sabin.) . . . Small 8vo,*|3 50 

Burr — Elasticity and Resistance of the Materials of Engineering 8vo, 7 50 

Church — Mechanics of Engineering 8vo, 6 00 

Mechanics of Solids (Being Parts I, II, III of Mechanics of Engineering). 

8vo. 4 50 
Pull BR and Johnston — Applied Mechanics: 

Vol. I. Theory of Statics and Kinetics (lUady, Pall 19 13) 

Vol. II. Strength of Materials (In Preparation.) 

Greene — Structural Mechanics 8vo, *2 50 

HoLLEY — Analysis of Paint and Varnish Products Small 8vo. *2 50 

Lead and Zinc Pigments ^ Small 8vo, *3 00 

Johnson (C. M.) — Rapid Methods for the Chemical Analysis of Special 

Steels. Steel-making Alloys and Graphite Small 8vo, 3 00 

(J. B.) Materials of Construction 8vo, 6 00 

Keep — Cast Iron 8vo, 2 50 

King — Elements of the Mechanics of Materials and of Power of Trans- 
mission 8vo, *2 50 

Lanza — Applied Mechanics 8vo, 7 50 

Lowe — Paints for Steel Structures 12mo. 1 00 

Maire — Modern Pigments and their Vehicles 12mo, 2 00 

Martin — Text-Book of Mechanics: 

Vol. I. Statics 12mo, *! 25 

Vol. II. Kinematics and Kinetics 12mo, ♦l 50 

Vol. III. Mechanics of Materials 12mo. *1 50 

Vol. IV. Applied Statics 12mo. ♦l 50 

Maurer — Technical Mechanics 8vo, 4 00 

Merriman — Mechanics of Materials 8vo, 5 00 

Strength of Materials 12mo. *1 00 

Metcalf — Steel. A Manual for Steel-users 12mo, 2 00 

Mills — Materials of Construction (In Press.) 

MuRDOCK — Strength of Materials 12mo, *2 00 

Sarin — Industrial and Artistic Technology of Paint and VArnish 8vo, 3 00 

Smith (A. W.) — Materials of Machines 12mo. 1 00 

(H. E.)— Strength of Material 12mo. *! 25 

Thurston — Materials of Engineering 3 vols., 8vo. 8 00 

Part I. Non-metallic Materials of Engineering 8vo. 2 00 

Part II. Iron and Steel 8vo. 3 50 

Part III. A Treatise on Brasses, Bronzes, and Other Alloys and their 

Constituents 8vo, 2 50 

Waterbury — Laboratory Manual for Testing Materials of Construction. 

12mo. *! 50 

Wood (De V.) — Elements of Analytical Mechanics 8vo, 3 00 

Treatise on the Resistance of Materials and an Appendix on the Preser- 
vation of Timber 8vo, 2 00 

(M. P.) Rustless Coatings. Corrosion and Electrolysis of Iron and 

Steel 8vo, 4 00 



STEAM-ENGINES AND BOILERS. 

Abraham — Steam Economy in the Sugar Pactory. (Bayle.) 12mo, *1 50 

Berry — Temperature-entropy Diagram. Third Edition Revised and En- 
larged : 12mo. 2 50 

Carnot — Reflections on the Motive Power of Heat. (Thurston.).. .12mo, 1 50 

Chase — Art of Pattern Making 12mo, 2 50 

Creighton — Steam-engine and other Heat Motors 8vo, 5 00 

Dawson — " Engineering " and Electric Traction Pocket-book. ..16mo, mor., 5 00 

Gebhardt — Steam Power Plant Engineering. Fourth Edition 8vo. *4 00 

Goss — Locomotive Performance 8vo, 6 00 

Hembnway — Indicator Practice and Steam-engine Economy 12mo, 2 00 

HiRSHFELD and Barnard — Heat Power Engineering 8vo, *5 00 

Hutton — Heat and Heat-engines 8vo, 5 00 

Mechanical Engineering of Power Plants 8vo, 5 00 
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Kent — Steam Boiler Economy 8vo, 

King — Steam Engineering 8vo, 

Knbass — Practice and Theory of the Injector 8vo, 

MacCord — Slide-valves 8vo, 

Mbybr — Modern Locomotive Construction 4to. 

Miller, Berry, and Riley — Problems in Thermodynamics.. . .8vo, paper, 

MOYBR — Steam Turbines 8vo, 

Pbabody — Manual of the Steam-engine Indicator 12mo, 

Tables of the Prot>erties of Steam and Other Vapors and Temperature- 
Entropy Table s 8vo, 

Thermodynamics of the Steam-engine and Other Heat-engines 8vo. 

Thermodynamics of the Steam Turbine 8vo, *3 00 

Valve-gears for Steam-engines 8vo, 

and Miller — Steam-boilers 8vo, 

Perkins — Introduction to General Thermodynamics 12mo, 

PUPIN — Thermodynamics of Reversible Cycles in Gases and Saturated 

Vapors. (Osterberg.) I2mo, 

Randall — Heat, A Manual for Technical and Industrial Students. 

Small. 8vo. 

Exercises in Heat (Loose Leaf Lab. Manual). Single Exercises, each. 

Reagan — Locomotives: Simple, Compound, and Electric. New Edition. 

Small 8vo, 

Sinclair — Locomotive Engine Running and Management 12mo, 

Smart — Handbook of Engineering Laboratory Practice 12mo, 

Snow — Steam-boiler Practice 8vo, 

Spanglbr — Notes on Thermodynamics 12mo, 

Valve-gears 8vo, 

Greene, and Marshall — Elements of Steam-engineering 8vo, 

Thomas — Steam-turbines 8vo, 

Thurston — Manual of Steam-boilers, their Designs, Construction, and 

Operation 8vo, 

Manual of the Steam-engine 2 vols., 8vo, 

Part I. History, Structure, and Theory 8vo, 

Part II. Design. Construction, and Operation 8vo, 

Wehrenfennig — Analysis and Softening of Boiler Feed-water. (Patter- 
son.) 8vo, 

Weisbach — Heat, Steam, and Steam-engines. (Du Bois.) 8vo, 

Whitman — Heat for Studenta of Household Science (In Preparation.) 

Wooi>— Thermodynamics, Heat Motors, and Refrigerating Machines. . .8vo, 4 00 

MECHANICS PURE AND APPLIED. 

BuRNHAM — Mechanics for Machinists (In Preparation.) 

Church — Mechanics of Engineering 8vo. 6 00 

Mechanics of Solids (Being Parts I, II, III of Mechanics of Engineering). 

8vo, 4 60 
Mechanics of Fluids (Being Part IV of Mechanics of Engineering) .8vo. 3 00 

Mechanics of Internal Work 8vo, *1 60 

Notes and Examples in Mechanics 8vo, 2 00 

Dana — Text-book of Elementary Mechanics for Colleges and Schools . .12mo, 1 50 
Du Bois — Elementary Principles of Mechanics: 

Vol. I. Kinematics 8vo, 3 60 

Vol. II. Statics 8vo. 4 00 

Mechanics of Engineering. Vol. I Small 4to, 7 60 

Vol. II Small 4to, 10 00 

Fuller and Johnston — Applied Mechanics: 

Vol. I. Theory of Statics and Kinetics (Ready, Fall 19 13) 

Vol. II. Strength of Materials (In Preparation.) 

Greene — Structural Mechanics 8vo, *2 60 

Hartmann' — Elementary Mechanics for Engineering Students 12mo, *1 26 

James — Kinematics of a Point and the Rational Mechanics of a Particle. 

Small 8vo. 2 00 

Jameson — Elementary Practical Mechanics 12mo. *1 60 

Johnson — Theoretical Mechanics 12mo, *3 00 

King — Elements of the Mechanics of Materials and of Power of Trans- 
mission 8vo, *2 60 
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KoTTCAMP — Exercises for the Applied Mechanics Laboratory, Loose Leaf 

Laboratory Manual Oblong 4to, paper. *tl 

Lanza — Applied Mechanics 8vo. 7 50 

Martin — Text Book of Mechanics: 

Vol. L Statics 12mo. *! 25 

Vol. IL Kinematics and Kinetics l2mo, *1 50 

Vol. in. Mechanics of Materials 12mo. *l 50 

Vol. IV. Applied Statics 12mo, *! 50 

M AURER — Technical Mechanics 8vo, 4 00 

Merriman — Elements of Mechanics 12mo, *1 00 

Mechanics of Materials 8vo. 5 00 

MiciiiE — Elements of Analytical Mechanics 8vo, ♦* 00 

RoBii^soN — Principles of Mechanism 8vo, *3 00 

Sanborn — Mechanics Problems Small 8vo. *1 50 

ScHWAMB and Merrill — Elements of Mechanism 8vo, 3 00 

Wood — Elements of Analytical Mechanics Svo, 3 00 

Principles of Elementary Mechanics 12mo. 1 25 

MEDICAL. 

ABDERHALDEN-=~Physiologrical Chemistry in Thirty Lectures. (Hall and 

Defren.) Svo. *5 00 

von Behrinc — Suppression of Tuberculosis. (Bolduan.) 12mo, 1 00 

Bolduan — Immune Sera 12mo, *I 50 

Bdrdet — Studies in Immunity. (Gay.) Svo. 6 00 

•Chapin — The Sources and Modes of Infection Small Svo, *3 00 

C^HNHEiM — Enzymes 12mo, *1 50 

Davenport — Statistical Methods with Special Reference to Biological Varia- 
tions 16mo, mor., 1 50 

DE Fursac — Manual of Psychiatry. (Rosanoff and C illins.) .Small Svo, *2 50 

Effront — Enzyme* and Their Applications. (Prescott.) Svo, 3 00 

Ehrlich — Studies on Immunity. (Bolduan.) Svo, 00 

Euler — General Chemistry of the Enzymes. (Pope.) Svo, *3 00 

Fischer — Nephritis Small Svo. *2 50 

Oedema Svo. *2 00 

Physiology of Alimentation Small Svo. *2 00 

Fuller — Qualitative Analysis of Medicinal Preparations 12mo, *1 50 

Hammarsten — Text-book on Physiological Chemistry. (Mandel.).. . .Svo, *4 00 
Jackson — Directions for Laboratory Work in Physiological Chemistry . Svo, 1 25 

Lassar-Cohn — Praxis of Urinary Analysis. (Lorenz.) 12mo. 1 00 

Lauffer — Electrical Injuries 16mo. *0 50 

Mandel — Hand-book for the Bio-Chemical Laboratory 12mo, 1 50 

Martin — Measurement of Induction Shocks 12mo, *1 25 

Nelson — Analysis of Drugs and Medicines 12mo, *3 00 

Pauli — Physical Chemistry in the Service of Medicine. (Fischer.) . . . 12mo, *1 25 
Pozzi-Escot — Toxins and Venoms and their Antibodies. (Coiin.) . ,. l2mo, *! 00 

Rostoski — Serum Diagno.sis. (Bolduan.) 12mo, 1 00 

RUDDIMAN — Incompatibilities in Prescriptions Svo. 2 00 

Whys in Pharmacy 12mo, 1 00 

Salkowski — Physiological ancf Pathological Chemistry. (Orndorff.) . Svo. 2 60 

Satterlef. — Outlines of Human Embryology 12mo. *1 25 

Smith — Lecture Notes on Chemistry for Dental Students Svo, *2 50 

Whipple — Typhoid Fever Small Svo. ♦? 00 

Woodhull — Military Hygiene for Officers of the Line Small Svo, *1 50 

Personal Hygiene 12mo. *1 00 

Worcester and Atkinson — Small Hospitals Establishment and Mainte- 
nance, and Suggestions for Hospital Architecture, with Plans for a 
Small Hospital 12mo, 1 25 

METALLURGY. 

Betts — Lead Refining by Electrolysis Svo. 4 .00 

BfJLLAND — Encyclopedia of Founding and Dictionary of Foundry Terms 

used in the Practice of Moulding 12mo. 3 00 

Iron Founder 12mo, 2 50 
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BoRCHERS — Metallurgy. (Hall and^HAVWARD.) 8vo.*$3 00 

Burgess and Le Chatelier — Measurement of High Temperatures. Third 

Edition 8vo, *4 00 

Douglas — Untechnical Addresses on Technical Subjects 12mo. 1 00 

GoESEL — Minerals and Metals: A Reference Book 16mo, mor., 3 00 

Iles — Lead-smelting 1 2mo, *2 60 

Johnson — Rapid Methods for the Chemical Analysis of Special Steels, 

Steel-making Alloys and Graphite Small 8vo, 3 00 

Keep — Cast Iron 8vo, 2 60 

Mbtcalf — Steel. A Manual for Steel-users l2mo, 2 00 

Minet — Production of Aluminum and its Industrial Use. (Waldo.).. 12mo, 2 60 

Palmer — Foundry Practice Small 8vo, *2 00 

Price and Meade — Technical Analysis of Brass 12mo. *2 (X) 

Rodenhauser and Schoenavva — Electric Furnaces in the Iron and Steel 

Industry. ( Vom Baur.) 8vo, *3 50 

RuBR — Elements of Metallography. (Mathewson.) 8vo, *3 00 

Smith — Materials of Machines 12mo, 1 00 

Tatk and Stone— Foundry Practice 12mo, 2 00 

Thurston — Materials of Engineering. In Three Parts 8vo, 8 00 

Part I. Non-metallic Materials of Engineering, see Civil Engineering, 
page 9. 

Part II, Iron and Steel 8vo, 3 50 

Part III. A Treatise on Brasses, Bronzes, and Other Alloys and Their 

Constituents 8vo, 2 50 

Ulke — Modern Electrolytic Copper Refining 8vo, 3 00 

West — American Foundry Practice 12mo, 2 60 

Moulders' Te.Kt Book < 12mo. 2 50 

MILITARY AND MARINE ENQINEERINQ. 

ARMY AND NAVY. 

Bbrnadou — Smokeless Powder, Nitro-cellulose, and the Theory of the Cellu- 
lose Molecule 12mo. 2 60 

Chase — Art of Pattern Making 12mo, 2 50 

Screw Propellers and Marine Propulsion 8vo, 3 00 

Cloke — Enlisted Specialists* Examiner 8vo, *2 00 

Gunner's Examiner 8vo, *1 50 

Craig — Azimuth ^ 4to, 3 50 

Crehore and Squier — Polarizing Photo-chronograph 8vo, 3 00 

Davis — Elements of Law 8vo, *2 60 

Treatise on the Military Law of United States 8vo, *7 00 

Dudley — Military Law and the Procedure of Courts-martial. . ..Small 8vo, *2 50 

Durand — Resistance and Propulsion of Ships 8vo, 5 00 

Dyer — Handbook of Light Artillery 12mo, ♦S 00 

Dyson — Screw Propellers and Estimation of Power {In Press.) 

EisSLBR — Modern High Explosives 8vo. 4 00 

FiBBEGER — Text-book on Field Fortification Small 8vo, *2 00 

Hamilton and Bond — The Gunner's Catechism 18mo, 1 00 

HoFF — Elementary Naval Tactics 8vo, *1 50 

Ingalls — Handbook of Problems in Direct Fire 8vo, 4 00 

Interior Ballistics ' 8vo, *3 (X) 

LisSAK — Ordnance and Gunnery 8vo, *6 (X) 

Ludlow — Logarithmic and Trigonometric Tables 8vo, *1 00 

Lyons — Treatise on Electromagnetic Phenomena. Vols. I. and II., 8vo, each, *6 00 

Mahan — Permanent Fortifications. (Mercur) 8vo, half mor., *7 50 

Manual for Courts-martial 16mo. mor., 1 60 

Mercur — Attack of Fortified Places 12mo, *2 00 

Elements of the Art of War 8vo. *4 00 

Nixon — Adjutants' Manual 24mo, 1 00 

Pbabody — Computations for Marine Engine 8vo, *2 60 

Naval Architecture 8vo. 7 60 

Propellers 8vo, 1 25 

Phelps — Practical Marine Surveying 8vo, *2 60 

Putnam — Nautical Charts 8vo, 2 00 

Rust — Ex-meridian Altitude. Azimuth and Star- Finding Tables 8vo, 6 00 
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Selkirk — Catechism of Manual of Guard Duty 24mo.*S0 50 

Sharps — Art of Subsisting Armies in War 18mo, mor.. 1 50 

Taylor — Speed and Power of Ships. 2 vols. Text 8vo, plates oblong 4to, *7 50 
Tupss and Pools — Manual of Bayonet Exercise and Musketry Fencing. 

24mo. leather. *0 50 

Weaver — Military Explosives 8vo, *3 00 

WoooHULL — Military Hygiene for Officers of the Line Small 8vo, *1 50 

MINERALOGY. 

Browning — Introduction to Rarer Elements 8vo, *1 50 

Brush — Manual of Determinative Mineralogy. (Penfielo.) 8vo, 4 00 

Butler — Pocket Hand-book of Blowpipe Analysis 16mo, *0 75 

Pocket Hand-book of Minerals 16mo. mor„ 3 00 

Chester — CaUlogue of Minerals 8vo. paper, 1 00 

Cloth, I 25 

Crane — Gold and Silver 8vo, ^5 00 

Dana — First Appendix to Dana's New " System of Mineralogy.". Large 8vo, 1 00 

Manual of Mineralogy. (Ford.) 12mo, *2 00 

Minerals, and How to Study Them 12mo, 1 50 

System of Mineralogy Large 8vo, half leather, 12 50 

Text-book of Mineralogy 8vo, 4 00 

Douglas — Untechnical Addresses on Technical Subjects 12mo, 1 00 

Eakle— Mineral Tables 8vo, 1 25 

Eckel — Building Stones and Clays 8vo, *3 00 

GoBSEL — Minerals and Metals: A Reference Book Ifoio. mor.. 3 00 

Groth — The Optical Properties of Crystals, Gackson.) 8vo, ♦S 50 

Introduction to Chemical Crystallography. (Marshall.) 12mo. 1 25 

Hayes — Handbook for Field Geologists IGmo, mor., *1 60 

Iddings — Igneous Rocks 8vo, 6 00 

Rock Minerals 8vo, 5 00 

JoHANNSEN — Determination of Rock-forming Minerals in Thin Sections, 8vo, 

With Thumb Index. 5 00 

Lewis — Determinative Mineralogy Small 8vo, *1 50 

McLbod — The A. B. C. of the Useful Minerals (Ready, Fall 1913) 

Martin — Laboratory Guide to Qualitative Analysis with the Blowpipe. 12mo, *0 60 

Merrill — Non-metallic Minerals: Their Occurrence and Uses Svo. 4 00 

Stones for Building and Decoration 8vo. 5 00 

PsNFiELD— Notes on Determinative Mineralogy and Record of Mineral 

Tests 8vo, paper. *0 50 

Tables of Minerals, Including the Use of Minerals and Statistics of 

Domestic Production Svo, I 00 

PiRSSON — Rocks and Rock Minerals 12mo. *2 50 

Richards — Synopsis of Mineral Characters I2mo, mor., *1 25 

RiES — Building Stones and Clay Products Svo. *3 00 

Clays: Their Occurrence, Properties and Uses Svo, *6 00 

and Leighton — History of the Clay- working Industry 6t the United 

States Svo, *2 50 

Rows — Practical Mineralogy Simplified 12mo, *1 25 

Tillman — Text-book of Important Minerals and Rocks Svo, *2 00 

Washington — Manual of the Chemical Analysis of Rocks Svo, 2 00 

MINING. 

Beard — Mine Gases and Explosions Small Svo, *3 00 

Brunswig — Explosives. (Munroe and Kibler.) Ready Fall. 1912 

Brunton and Davis — Modern Practice in Tunneling {In Preparation.) 

Crane — Gold and Silver Svo, *5 00 

Index of Mining Engineering Literature, Vol. I Svo, *4 00 

Svo, mor., *5 CK) 

Vol. II Svo. *3 00 

Svo, mor., *4 00 

Ore Mining Methods Svo. *3 00 

Dana and Saunders— Rock Drilling Svo, ^4 00 

Douglas — Untechnical Addresses on Technical Subjects 12mo, |1 00 
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EissLBR — Modern High Explosives 8vo, 4 00 

Gilbert. Wightman and Saundbrs — Subways and Tunnels of New York. 

8vo, *A 00 

GoESBL— Minerals and Metals: A Reference Book 16mo, mor., 3 00 

Ihlsbng — Manual of Mining 8vo, 6 00 

Iles— Lead Smelting l2mo, *2 60 

Pbele— Compressed Air Plant 8vo, *3 50 

RiBMBR — Shaft Sinking under Difficult Cj.iditions. (Corning and Peblb.) 

8vo. 3 00 

Weaver — Military Explosives 8vo, *3 00 

WlLSOK — Cyanide Processes 12mo. 1 50 

Hydraulic and Placer Mining 12mo, 2 50 

SANITARY SCIENCE. 

Bashorb — Outlines of Practical Sanitation . . . \ 12mo. *1 25 

Sanitation of a Country House 12mo. 1 00 

Sanitation of Recreation Camps and Parks 12mo, 1 00 

FOLWELL — Sewerage. (Designing. Construction, and Maintenance.)* • <.8vo, 3 00 

Water-supply Engineering 8vo, 4 00 

Fowler— Sewage Works Analyses 12mo. 2 00 

PuBRTES— Water-filtration Works 12mo, 2 50 

Gerhard — Guide to Sanitary Inspections 12mo, 1 50 

Modern Baths and Bath Houses 8vo. *3 00 

Sanitation of Public Buildings 12mo. 1 60 

Gerhard — The Water Supply, Sewerage, and Plumbing of Modem City 

Buildings 8vo, ^4 00 

Hazen — Clean Water and How tp Get It Small 8vo. 1 50 

Filtration of Public Water-supplies 8vo. 3 00 

Hooker — Chloride of Lime in Sanitation 8vo. 3 00 

KiNNicuTT, WiNSLOW and Pratt — Sewage DisposaS 8vo. *3 (X) 

Lbach-Winton — Inspection and Analysis of Food. Third Edition, Revised 

and Enlarged by Dr. Andrew L. Winton 8vo, 7 50 

Mason — Examination of Water. (Chemical and Bacteriological.).. . .12mo, 1 25 
Water-supply. (Considered principally from a Sanitary Standpoint.) 

8vo. 4 00 

Mbrriman — Elements of Sanitary Engineering 8vo. *2 00 

Ogden — Sewer Construction 8vo. 3 00 

Sewer Design 12mo. 2 00 

and Cleveland — Practical Methods of Sewage Disposal for Res- 
idences. Hotels and Institutions 8vo. *1 50 

Parsons — Disposal of Municipal Refuse 8vo. 2 00 

Prbscott and Winslow — Elements of Water Bacteriology, with Special 
Reference to Sanitary Water Analysis. Third Edition. Rewritten. 

Small 8vo. *1 75 

Price — Factory Sanitation (/» Preparation.) 

Handbook on Sanitation 12mo, *1 50 

Richards — Conservation by Sanitation 8vo. 2 50 

Cost of Cleanness 12mo. 1 00 

Cost of Food. A Study in Dietaries 12mo, 1 00 

Cost of Living as Modified by Sanitary Science 12mo, 1 (X) 

Coat of Shelter 12mo. 1 00 

Laboratory Notes on Industrial Water Analysis 8vo, *0 50 

Richards and Woodman — Air, Water, and Food from a Sanitary Stand- 

. point 8vo 2 00 

RiCHBY — Plumbers', Steam-fitters', and Tinners' Edition (Building Mechfln 

ics' Ready Reference Series) 16mo, mor., *1 50 

Ridbal — Disinfection and the Preservation of Food 8vo. 4 CX) 

SoPER — Air and Ventilation of Subways 12mo, 2 50 

TuRNEAURB and Russell — Public Water-supplies 8vo. 15 00 

Venable — Garbage Crematories in America 8vo, 2 00 

Method and Devices for Bacterial Treatment of Sewage 8vo. 3 00 

Waiv> and Whipple — Freshwater Biology (In Press.) 

Whipple — Microscopy of Drinking-water 8vo, 3 50 

Typhoid Fever Small 8vo, *3 00 

Value of Pure Water Small 8vo, 1 00 
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MISCELLANEOUS. 

Burt — Railway Station Service 12mo, *2 00 

Chapin — How to Enamel 12mo. *1 00 

Fbrrel — Popular Treatise on the Winds 8vo, 4 00 

Fitzgerald — Boston Machinist 18mo, 1 00 

Fritz — Autobiography of John 8vo, ^2 00 

Gannett — Statistical Abstract of the World 24mo, 75 

Green — Elementary Hebrew Grammar 12mo, 1 25 

Haines — American Hallway Management 12mo, 2 50 

Hanausek — The Microscopy of Technical Products. (Winton.) 8vo, 5 00 

Jacobs — Betterment Briefs. A Collection of Published Papers on Organ- 
ised Industrial Efficiency 8vo, 3 50 

Metcalfe — Cost- of Manufactures, and the Administration of Workshops. 

8vo, 5 00 

Parkhurst — Applied Methods of Scientific Management 8vo, ^2 00 

Putnam — Nautical Charts ! 8vo, 2 00 

Ricketts — History of Rensselaer Polytechnic Institute, 1824-1804. 

Small 8vo, 3 00 
RoTCH and Palmer — Charts of the Atmosphere for Aeronauts and Aviators. 

Oblong 4to, *2 00 

RoTHERHAM — Emphasised New Testament Large 8vo, 2 00 

Rust — Ex- Meridian Altitude, Azimuth and Star-finding Tables 8vo, 5 00 
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